PALM BEACH COUNTY 
AMENDMENTS TO ZONING CODE 

ORDINANCE NO. 90- 2 \ 

AN ORDINANCE OF THE BOARD OF COUNTY COMMISSIONERS OF 
PALM BEACH COUNTY, FLORIDA, AMENDING THE CODE OF LAWS 
AND ORDINANCES OF PALM BEACH COUNTY FLORIDA, APPENDIX 
F (THE ZONING CODE) INCLUDING THE FOLLOWING: AMENDING 
SECTIONS 402.6 (COMPLIANCE WITH CONDITIONS OF APPROVAL 
AND TIME CERTAIN REQUIREMENTS) AND 402.9 (MANDATORY 
REVIEW OF DEVELOPMENT APPROVAL) TO PROVIDE RECOURSE 
FOR DEVELOPMENTORDER NON-COMPLIANCE AND MAKE OTHER 
TECHNICAL CHANGES; RETITLING AND RENUMBERING EXISTING 
SECTION 500.16.B (MISCELLANEOUS STANDARDS) TO SECTION 
500.16 (MISCELLANEOUS STANDARDS) AND AMENDING NEW 
SECTION 500.16 (MISCELLANEOUS STANDARDS) TO REVISE NOISE 
STANDARDS; CREATING NEW SECTION 402.8 (USE OF SPECIAL 
EXCEPTION APPROVAL); AMENDING AND RETITLING SECTION 
500.4 (SOLID WASTE TRANSFER AND RECYCLING STATIONS) TO 
ADD STANDARDS FOR RECYCLING FACILITIES; AMENDING 
SEVERAL ADMINISTRATIVE AND SUBSTANTIVE SUBSECTIONS TO 
MAKE MINOR CHANGES; AMENDING SECTION 500.22 (MOBILE 
HOME RENTAL PARKS); AMENDING THE FOLLOWING DISTRICTS 
TO AMEND USES: 601 (AGR-AGRICULTURAL RESERVE DISTRICT), 

602 (AP-AGRICULTURAL PRODUCTION DISTRICT), 603 (SA-SPECIAL 
AGRICULTURAL DISTRICT), 604 (AR-AGRICULTURAL RESIDENTIAL 
DISTRICT), 605 (CRS-COUNTRY RESIDENTIAL DISTRICT), 606 
(RSER-RURAL SERVICES DISTRICT), 607 (RE-RESIDENTIAL ESTATE 
DISTRICT), 608 (RT-RESIDENTIAL TRANSITIONAL DISTRICT), 609 
(RTS-RESIDENTIAL TRANSITIONAL SUBURBAN DISTRICT), 610 (RTU- 
RESIDENTIAL TRANSITIONAL URBAN DISTRICT), 611 (RS-SINGLE 
FAMILY RESIDENTIAL DISTRICT), 612 (RM-MULTIPLE FAMILY 
RESIDENTIAL [MEDIUM DENSITY] DISTRICT), 613 (RH-MULTIPLE 
FAMILY RESIDENTIAL [HIGH DENSITY] DISTRICT), 614 (CN- 
NEIGHBORHOOD COMMERCIAL DISTRICT), 615 (CC-COMMUNITY 
COMMERCIAL DISTRICT), 616 (CG-GENERAL COMMERCIAL 
DISTRICT), 617 (CSH-SPECIALIZED COMMERCIAL DISTRICT), 618 
(LO-LIMITED OFFICE DISTRICT), 619 (CRE-COMMERCIAL 
RECREATION DISTRICT), 620 (IL-LIGHT INDUSTRIAL DISTRICT), 621 
(IG-GENERAL INDUSTRIAL DISTRICT), 623 (PC-PRESERVATION 
CONSERVATION DISTRICT), 624 (PO-PUBLIC OWNERSHIP 
DISTRICT), 625 (CR-CONSERVATION RESTRICTED USE DISTRICT); 
AMENDING ALL STANDARD ZONING DISTRICTS AS WELL AS 
SECTION 627 (WCRA-O-WEST GATE BELVEDERE HOMES 
COMMUNITY REDEVELOPMENT STUDY AREA OVERLAY DISTRICT) 

AND SECTION 630 (PBIA-PALM BEACH INTERNATIONAL AIRPORT 
OVERLAY DISTRICT) TO REVISE PROPERTY DEVELOPMENT 
REGULATIONS, CORRECT ERRORS IN CONSTRUCTION AND 
CORRECT INCONSISTENCIES; AMENDING ERRONEOUS SECTION 
REFERENCES; PROVIDING FOR INTERPRETATION OF CAPTIONS; 
PROVIDING FOR REPEAL OF LAWS IN CONFLICT; PROVIDING FOR 
SEVERABILITY; PROVIDING FOR INCLUSION IN THE LAWS AND 
ORDINANCES; AND PROVIDING FOR AN EFFECTIVE DATE. 

WHEREAS, Chapter 125 (County Government) of the Florida Statutes 

establishes the right and power of counties to provide for the health, welfare and safety 

of the existing and future residents by enacting and enforcing zoning and administrative 

regulations necessary for the protection of the public; and 

WHEREAS, there was a need for correction of errors in construction and 
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1 inconsistencies and to make other minor technical changes in the Code of Laws and 

2 Ordinances, Palm Beach County, Florida, Appendix F, Zoning Code; and 

3 WHEREAS, the Board of County Commissioners finds that it is necessary to 

4 revise the current programs, as set forth in sections 402.6 and 402.9 of the Zoning Code, 

5 Ordinance No. 73-2, as amended, to provide sufficient options to encourage timely 

6 development and development condition compliance within the constraints of the 

7 Comprehensive Plan; and 

8 WHEREAS, the Board of County Commissioners herein responds in part to the 

9 State of Florida mandate to reduce material deposited in landfills by creating standards 

10 for recycling facilities; and 

11 WHEREAS, uses in the AP-Agricultural Production and PC-Preservation 

12 Conservation Zoning Districts need to be amended to support remapping of central and 

13 western Palm Beach County; and 

14 WHEREAS, provisions of the performance standards needed further clarification 

15 to more accurately outline the limitations on noise in the County; 

16 NOW, THEREFORE, BE IT ORDAINED BY THE BOARD OF COUNTY 

17 COMMISSIONERS, PALM BEACH COUNTY, FLORIDA, THAT: 

18 Part 1. Section 202.2, Definitions, is amended to insert and delete the language shown 

19 below. The remainder of section 202.2 remains unchanged. 

20 Fishing and Hunting Campground: A plot of ground established as campsite 

21 for use as temporary living quarters for fishing and hunting activities, according 

22 to the rules and regulations of applicable governmental agencies. Permanent 

2 3 buildings for government officials may be permitted for the management of the 

24 campground or wildlife area. 

25 Handicapped Person: Handicapped person shall have the meaning given te-it 

26 in Sec. 400. -6T8f9) S3.063(6|lllllllili0^^p)|6) Florida Statutes. 

27 Lounge: A build i ng or portion - of a bu il d in g - wh e r ei n li quo r is- so l d by - the dr i n k 

28 and con su m e d on the pr e m ises . A use primarily engaged in the preparation and 

29 retail sate of alcoholic beverages for consumption on the premises, including 

30 taverns, bars, lounges, and similar uses other than restaurants or alcohol sales 

31 for off-premises consumption. A lounge is distinct from a restaurant that sells 

32 alcohol when it cannot qualify for a "Consumption on Premises, Special 

3 3 Restaurant Exemption" pursuant to the State Beverage Law. 
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1 Package Treatment Facility: A facility consisting of a - small, prefabricated 

2 wastewater treatment fac ili ty unit and on-site disposal system, intended to 

3 acc o mmodat e th e wast e wat e r t r eatment needs of a developm e n t provide sewer 

4 service to a single development which lies beyond the service area of a regional 

5 wastewater treatment facility. 

6 

7 Recycling Station: A facility where solid waste products are sorted or are 

8 reduced to raw materials and transformed into new and often different products 

9 that can be used again. Such facilities wili not include incineration or burning. 

10 Unity of Control: A covenant stipulating that a lot, lots, or project shall be 

11 developed according to a site or master plan providing unified control and the 

12 combined lots shall meet land development requirements as if they are one lot. 

13 This unity of control document shall be reviewed by the county attorney prior to 

14 being recorded in the office of the Clerk of the Circuit Court of Palm Beach 

15 County, it shall include and be executed by all property owners. 

16 Wastewater Treatment Facility: A - structur e-i n - which - wastewat er- and its r esulting 

17 produc ts- are prepared - o r treated for d i sposa l . A facility designed for treatment 

18 and disposal of more than 5,000 gallons per day of wastewater. The -meaning 

19 of the term shall include large regional li ft stations, treatm e n t plants and above 

20 ground package treatment facilities , but - sha ll- not include s e pt i c tanks . 

21 Water Treatment Facility: A -- structur e in wh i ch harmfu l substanc e s are r e mov e d 

22 from wate r to mak e i t safe and palatabl e fo r human consumpt i on. The m e aning 

2 3 of the term sha l l b e de e m e dfo -t nclud e l arg e-r eg i ona l lif t stations plants, as well 

24 as s ma ller- p a ckag e-t r e atm e n t- fac i liti es- . A facility designed for treatment of 

25 ground or surface water for potable and sanitary purposes, with a design 

26 capacity of more than 10,000 gallons per day. 

27 Part 2. Section 300.1, Establishment, Designation and Application of Districts, 

28 Establishment of Districts, is amended to delete and replace language as 

29 follows: 

30 300. Establishment, Designation and Application of Districts. 

31 300.1. Establishment of Districts. In order to classify, regulate and 

3 2 restrict the use of land, water, buildings and structures, to regulate and 

3 3 restrict the height and bulk of buildings, to regulate the intensity of land 

34 use, and to promote orderly urban growth, the unincorporated area of 

3 5 Palm Beach County is divided into t w e nty » n i n e- (2 9 ) Mh^I( 30} Zoning 

3 6 Districts as follows: 

37 Part 3. Section 401.5.C., Modification of Commission Requirements, Commission 

38 Approvals and Approved Master Plans, is amended to delete Subsection C as 

3 9 follows: 

4 0 401.5. Modification of Commission Requirements, Commission Approvals and 

41 Approved Master Plans. 

42 ■&: - For any app l ica t io n re que s tin g a modificat i on of Comm i s s io n 

43 re qu ire m e n ts for an approv e d d e v e lopm e nt, - on l y that po r tio n 

4 4 aff e ct e d by t h e-re qu e sted mod i ficat i on shall be r e vi e w e d fo r 

45 app li cat i on o f a n y additiona l r e qu ireme nts: 
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Part 4. Section 401.6, Special Permits, is amended to add new subsections and 
renumber the existing sections, as follows: 

A. Every application for special permits to allow uses subject to special 
regulations in the zoning districts, shall include the following: 

The information required in section 401.1. 

02. A site development plan showing the proposed layout of the 
subject site and the relationship of the special permit use 
therein. 

■9:3. The submission of all requirements of the appropriate district, 
special regulations, or application form. 

B. In reviewing an application for a special permit, the department shall 
assure that all application requirements are met, including the 
requirements of the appropriate zoning district, any special regulations, 
and each application form, 

C. The department shall approve or deny or approve with conditions 
applications for special permits based on the standards contained in 
Zoning Code section 402.2.A. (Planning Commission, Authority, 
Functions, Powers and Duties), the zoning district, any special 
regulations, and standards contained in each special permit form. 

Part 5. Subsection 402.6.E.3.(a), Compliance With Conditions of Approval and Time 
Certain Requirements, Procedures Upon Failure to Comply With Conditions or 
Time Certain Requirements, Mail Notice, is hereby amended as follows: 

E. Procedures upon failure to comply with conditions or time certain 
requirements. 

3. Prior to consideration of the matter by the Board of County 
Commissioners, notice to the owner of record and 
advertisement of the proceedings shall occur in the following 
manner: 

a. Mail notice. The owner of record shall be notified in 
writing of the Executive Director’s status report and 
recommendation to the Board of County 
Commissioners. Written notice shall consist of a letter 
sent at least 45II calendar days prior to the hearing 
by certified mail, return receipt requested, to the last 
known address of the property owner of record as it 
appears in the official records of the Palm Beach County 
Property Appraiser’s Office. Proof of the receipt shall be 
presented at the hearing. In the event that the owner 
fails to acknowledge receipt of mail notice or the notice 
is returned unopened, newspaper publication, as set 
forth below, shall be deemed sufficient notice. Written 
notice shall include: 
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1 Part 6. Section 402.6.F., Compliance With Conditions of Approval and Time Certain 

2 Requirements, Decision by the Board of County Commissioners, is hereby 

3 amended as follows: 

4 F. Decision by the Board of County Commissioners. 

5 1. The Board of County Commissioners shall consider the factors 

6 enumerated in subsection D.3. above and -s ub se c ti on 

7 402. 9 .C. -5 :to - . any relevant background information, current status 

8 of the development, and the recommendation of the 

9 iipiliili 

10 2. After deliberation, the Board of County Commissioners shall 

11 -either take oSiBbre 

12 a. Direct staff to initiate a petition to revoke the special 

13 exception in accordance with section 401 

14 and, if applicable, any associated certificate of 

is findingrof. 

16 b. Direct staff to initiate a petition to rezone the property 

17 to an appropriate district, i nc l uding r evocation of a n 

1 8 approved sp e c i a l e x ce ption, in accordance with section 

19 401 of this Coderer, 

20 c. Direct staff to impose by resolution a limit such that no 

21 development order shall be issued permitting 

22 construction which exceeds entitlement density or 

2 3 entitlement intensity. Entitlement density and entitlement 

24 intensity are established by the Palm Beach County 

26 cB. ABB! : ffiffiocilfy conditions or' pPermit the property 

2 7 owners to initiate a petition to modify or add conditions, 

28 as directed by the Board. New or modified conditions 

29 for the development approval may include bringing the 

3 o development into conformity with current standards ; o r 

3 1 

32 tfe. Direct staff to cite the property owner for violating the 

33 provisions of this Coderor 

3 4 -et Grant a time extension for a period not to exceed twelve 

35 (12) months during which time the property owner shall 

3 6 complete the time certain requirements according to the 

37 terms of the original approval. The term of the time 

38 extension shall commence upon the expiration of the 

39 date to complete the time certain activity or the 

4 o expiration of the last extension, whichever is applicable. 

41 When the Board approves the extension of time for the 

4 2 payments of fees, the amount due shall increase by an 

43 interest payment equal to twelve (12) percent a year. If 

4 4 the extension is for less than a year, the interest shall 

45 be pro-rated. 
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Part 7. Section 402.6.H.2., Compliance with Conditions of Approval and Time Certain 
Requirements, is hereby amended to add the following to subsection H.2.: 

H. Procedures for suspension of development permits upon expiration of 
time certain requirement, failure to comply with condition of 
development approval, or expiration of time extension: 

1. Upon expiration of any time period established by section 
402.6, or any failure to comply with a condition of development, 
no new development permits affecting the property shall be 
issued by Palm Beach County until a final determination is 
made by the Executive Director, or designee, or Board of 
County Commissioners, pursuant to subsections D. and F., 
above. 

2. If the Board of County Commissioners directs staff to: tntttate 
a petition to r e zone the prop e rty or r e vok e- t h e -s p e c i a l 

e xception, or permits the property own er to file - a - pet i t i on, no 
n e w dev el op m ent p er m i ts shall b e i ssu e d fo r th e prop e rty unt il 
compl e t i on —ef—the— process. —If—the—Board—of— County 

Comm i ss i on erMi nds t hatthe property own e r has compl i ed w i t h 

th e cond i t i on - o f d e v el opm e nt or grants - a t i m e e xt e n si on r o rfatls 
to act - on -s taff r e comm e ndation - w i thin t he- prescr i b e d tim e 

p e riod, or -i f -"t h e Executiv e Dir e ctor or d e s i gn e e - g r an ts-an 

adm i n i str a t i v e ^ i me extens i on,^h e i s su anc e of n e w d e v el opm e n t 

p e rmits sha ll i mmediately r e sum e . 

a. initiate a petition to rezone the property, revoke the 
special exception, or permit only entitlement 
density/intensity or permits the property owner to file 
a petition, no new development permits shall be issued 

b. Cite the property owner for violating the provisions of 
the Code, no new development permits shall be issued 
Until the alleged violation has been acted upon by the 
dode Enforcement Board, and any penalty is satisfied. 

3. If the Board of County Commissioners fails to act on staff 
recommendation within the prescribed time period, or if the 
Executive Director or designee grants an administrative time 
extension, the issuance of new development permits shall 
immediately resume: 


■3:4. The decision of the Board of County Commissioners shall be 
rendered within ninety ( 9 0) one-hundred twenty (120) days of 
receipt of the report of the Executive Director, provided that the 
applicant has not requested a postponement of the matter. 


Part 8. A new section 402.8 is created as follows: 

402.8. Use of Special Exception Approval. 

A. When a special exception is granted concurrent with a rezoning, 
development of the site is limited to the uses and site design shown on 
the site plan approved by the Board of County Commissioners. Any 
modifications must be approved by the Board of County 
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Commissioners unless the proposed use or design changes are 
permitted pursuant to section 402.7.E.2.(b). (Site Plan Review 
Committee Powers and Standards of Review), above. 

B. When a special exception is granted for a property where appropriate 
zoning was already in place, the special exception shall be subject to 
section 402,9, below, if it is not used within two (2) years of the 
approval, or within the time period otherwise provided for in this Code. 
In cases where a special exception is granted without a concurrent 
rezoning, permitted uses in the zoning district are allowed on-site in 
addition to or in place of the approved special exception use, unless 
prohibited by existing conditions of approval or any applicable 
ordinance. 

Part 9. Section 402.9. E., Mandatory Review of Development Approvals, Decision by the 

Board of County Commissioners, is hereby amended by adding the following: 

E. Decision by the Board of County Commissioners. 

1. The Board of County Commissioners shall consider the factors 

enumerated in subsection D.2. above. 

2. After deliberation, the Board of County Commissioners shall 

■either take one or more of the following actions: 

a. Direct staff to initiate a petition to rezone the property 
to an appropriate zoning district, in accordance with 
section 401 of this Code. 

b. Direct staff to initiate a petition to revoke the special 
exception and to rezone, - i f app r op ri at e in accordance 
with section 401 of this Code, and, if applicable, any 
associated Certificate of Concurrency or concurrency 
finding. 

c. Direct staff to impose by resolution a limit such that no 
development order shall be issued permitting 
construction which exceeds entitlement density or 
entitlement intensity. Entitlement density and entitlement 
intensity are established by the Palm Beach County 
Comprehensive Plan, Land Use Element 

•ed. Continue to suspend development rights until the 
property complies with the Adequate Public Facilities 
Ordinance -and/or until the property owner files a new 
petition and the petition is approved by the Board of 
County Commissioners. 

da. Add or modify conditions or permit the property owner 
to initiate a petition to aAdd or modify conditions, as 
directed by the Board. New or modified conditions may 
i nc l ud in g d h e-re qu ire m e nt to confo r m include bringing 
the development into conformity with current codes and 
regulations^ i f app li cab l e . 

ai. Grant a time extension for a period not to exceed twelve 

(12) months, during which time the property owner shall 
commence development. The terms of the time 
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1 extension shall begin either two (2) years from the date 

2 of the resolution approving the rezoning or special 

3 exception, or upon the expiration of an extension of 

4 time, whichever is applicable. 

5 

6 Part 10. Section 403.2., Board of Adjustment, Powers, Duties, Authority and Functions, 

7 is amended to add new subsection D., as follows: 

8 403.2 Powers, Duties, Authority and Functions. 

9 D. In the case where a variance is required for building setbacks 

lo from the Board of Adjustment and building separation from the 

n Construction Board of Adjustment and Appeals, the variance 

12 from the Board of Adjustment shall not be required. The ruling 

13 of the Construction Board of Adjustment and Appeals shall 

14 prevail; 

15 Part 11. Section 404.2.d., Nonconforming Uses, Change in Use, is amended to add the 

16 following: 

17 404.2 Nonconforming uses. Nonconforming uses of land may continue in 

18 accordance with the provisions of this subsection. 

19 D. Change in use. A nonconforming use shall not be changed to 

2 o any other use, unless any new or additional use conforms to 

21 the provisions of this Zoning Code for the Zoning District in 

22 which the use is located. A nonconforming use physically 

2 3 superceded on a site by a permitted or special exception use 

2 4 may not be reestablished. 

25 Part 12. Section 404.4.A.3., Nonconforming Lots, Residential Developments, Property 

26 Development Regulations, is amended to add the following to subsection A.3.: 

27 404.4 Nonconforming lots. There are two types of nonconforming lots: (1) 

28 those legally created prior to the adoption of the Palm Beach County 

29 Subdivision Code (February 5,1973); and (2) those legally created after 

30 the adoption of the Palm Beach County Zoning Code (February 2, 

31 1973) which became nonconforming due to amendments to this Code 

32 or due to subsequent Comprehensive Plan provisions. 

3 3 A. Residential Development. A single family dwelling and 

34 customary accessory uses may be developed on a single lot, 

3 5 tract or parcel of land, if: 

3 6 3. Property development regulations. The proposed use 

37 is permitted and the single lot, tract or parcel of land 

38 meets the minimum property development regulations 

39 that are generally applicable in the Zoning District in 

4 o which it is located, except for the minimum lot area and 

4 i dimensions, minimum yard setback requirements, 

4 2 maximum lot coverage and maximum total floor area. 

43 If the single lot, tract or parcel of land does not meet the 

4 4 setback and lot coverage regulations of the underlying 
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Zoning District, it shall conform to the following minimum 
yard setback, and maximum lot coverage requirements. 


a. 


Minimum Yard Setback 
Front 

Side (corner) 

Side (interior) 

Rear 


Requirements. 

30% of depth. 

20% of width. 
15% of width. 
20% of depth. 


For lots one and one-quarter acres, or smaller, 
a twenty five foot (25’) setback may be 
substituted for any of the percentage setbacks. 
All setbacks shall be measured from the base 
building line. 


Part 13. Section 500.3.E.2.b.(4), Excavation, Regulation of Excavation Activities, Type 1 
Excavation, Standards for Type 1 Excavation, Setbacks, is amended to delete 
and insert the following language: 

(4) Setback. No excavation shall be conducted within fifteen (15) feet of an 
adjacent property line, nor within one hundred feet (100’) fifty (50) feet 
of any potable water well, pursuant to Palm Beach County 
Environmental Control Rule. 

Part 14. Section 500.4., Solid waste transfer stations, is amended to add references to 
recycling stations as follows: 

500.4. Solid waste transfer and recycling stations. 

In addition to the requirements of section 401.2.A. and B., the following 
requirements and regulations shall be used. 

A. Purpose and scope. The purposes of this section are to: 

II Th is-see t i on sha l l p r ovide for th e coll e ction, - tran s po rt , 
and -trans f er fo r d i sposa l Provide for the siting of solid 
waste transfer and solid waste recycling stations in a 
manner which protects the public safety, health, welfare, 
and air quality and soil quality from the deleterious 
effects of improper solid waste ihlnlil^ioidisposal; 

2. Ensure the availability of adequate lands to 
accommodate the solid waste disposal needs of current 
and future residents and businesses; 

3. Protect the character and stability of areas and 
neighborhoods located near solid waste transfer and 
recycling stations; 

4. Provide regulations for temporary storage, sorting or 
processing of discarded material for its ultimate use or 
disposal elsewhere; and 

5. Implement the Goals, Objectives and Policies of the 
Palm Beach County Comprehensive Plan; 
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B. 


S et ba c k s- . Standards applicable to the review of solid waste 
transfer and recycling stations. When considering an 
application for a solid waste facility under this section, the 
Planning Commission and Board of County Commissioners 
shall consider and ensure that all of the following standards are 
met. 

1. The proposed solid waste transfer or recycling station 
is consistent with the Goals, Objectives and Policies of 
the Palm Beach County Comprehensive Plan and this 
section; 


2. The proposed solid waste transfer or recycling station 
is properly located and buffered to ensure compatibility 
with surrounding land uses. 

3. To ensure land use compatibility with surrounding uses, 
adequate setbacks, and screening and buffering around 
the perimeter of the proposed solid waste transfer and 
recycling station, shall be required at the time the facility 
is constructed. Required minimum lot size, setbacks, 
screening and buffering shall include, but shall not be 
limited to the following: 


a. No part of a transfer station or its accessory 

ramps and access roads shall be located 
within twenty-five (25) feet of any highway, 
drainage canal, lake, stream, navigable 
waterway or property line. 


b. No part of a materials recycling facility, 
including storage areas, shall occur within one 
hundred and fifty (150) feet of any property 
One. The minimum lot size for these facilities 
is fifteen (15) acre! 


c. Penmeter landscape buffer stnps with mmimum 

width of twenty five (25) feet. 


-©:- fenc i ng and scre e ning. 

d. Screening around the perimeter of the site, 
consisting of a hedge, earthen berm, fence or 
wall which will present a solid visual screen at 
least six (6) feet in height when adjacent to 
property designated as residential or 
commercial. The commission may also require 
screening of at least seventy-five (75) percent 
opaqueness to protect neighboring property 
from potential loss of use or diminution of land 
value or use. Wher e- d ee m e d n e cessa r y by 
th e commis s ion t o prot e ct the g e n e ra l pub lic , 
saf e ty f e n c e s o Kip to a he i ght of six (G) fee t 

may be r equ ir e d- . 
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4. All buildings and structures accessory to the operation 
shall comply with all applicable codes of Palm Beach 
County and the State of Florida. 

OB. Access. An access road, negotiable by loaded collection 
vehicles, shall be provided to the entrance of the facility. 
Acceptable access does not include residential streets. Access 
shall be restricted to specific entrances with gates which can 
be locked at all times and which carry official notice that only 
authorized persons are allowed on the site. 


DE. Drainage. All drainage facilities shall be approved by the county 
engineering department and all other appropriate governmental 
agencies and in no case will untreated surface water runoff be 
permitted to discharge directly into lakes, streams, drainage 
canals or navigable waterways other than into or through 
approved on-site containment areas. 

EF. Performance standards. The operation of these facilities shall 
conform to all rules and regulations of all governmental 
agencies having appropriate jurisdiction and to the performance 
standards of this Code. 


F. Supplemental application requirements. In addition to the 
requirements of zoning code section 401.1 (District Boundary 
Changes), Section 401.2 (Special Exception), and the 
application of the Zoning Division, applications for transfer 
stations or recycling facilities shall include the following: 

1. Graphic illustration and narrative analysis of year round 
access routes to the site. 


WZ An explanation of the type of facility requested. It shall 
include a description of the proposed method of 


&nd limitations; 


3. An estimate of the quantity of waste to be received, 
expressed In cubic yards per day or tons per day. 

4. ' A statement specifying the hours of operation] 


Part 15. Subsection 500.16. B., Performance Standards, Miscellaneous Standards, is 
retitled and relettered to Section 500.16. (subsection 500.16.A., Traffic 
Performance Standards, has previously been repealed in its entirety). Existing 
subsections 500.16.B.1, Scope, and 500.16.B.2, Noise, are amended, relettered, 
and renumbered as shown below. 

500.16 — P e rformance Standa rds- . 

500.16.A-. Miscellaneous standards. 

-+H Scope. All uses and activities permitted as of right, special exception, 
or special permit in any district shall conform to the standards of 
performance described below and shall be so constructed, maintained, 
and operated so as not to be injurious or offensive to the occupants 
of adjacent premises by reason of the emission or creation of noise, 
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vibration, smoke, dust or other particulate matter, toxic or noxious 
waste materials, odors, fire and explosive hazard or glare. 

Noise. 


■2-.B. 


■arA . Title. This Ordinance may be cited as the Palm Beach County 

Noise Ordinance. 

-b:- D e c l aration of l eg i slat i ve f i nd i ng. - The i nten t and purpo se- of th is 

ordinance i s to elim i nat e , re gu l ate and r e str i ct sourc e s an d 
occurrences of noise and disturbanc e s which i nterfe re w i th th e 

p e ac e fu l ■ enjoym e nt of r e sid e nt i a l- prop ert y-and wh i ch - a re 
contrary to public w elfare-a nd const i tut e-a- nu i sanc e t o th e 

pub l ic at large r 

2. Intent and Definitions. 

■era Declaration of Intent. The intent and purpose of this 
Ordinance is to eliminate, regulate and restrict sources 
and occurrences of noise and disturbances which 
interfere with the peaceful enjoyment of residential 
property-and or which are contrary to public welfare-and 
or constitute a nuisance to the public at large. 


-efcb; Definitions. As used in this subsection, unless the 
context clearly indicates otherwise, the terminology 
defined below shall be applicable. Any terminology not 
defined below shall be interpreted in conformance with 
the applicable publication of the American National 
Standards Institute or its successor body. 

1) A-WEIGHTED SOUND PRESSURE LEVEL 
means the sound pressure level as measured 
with a sound level meter using the A-Weighting 
Network. The standard notation is dB(A) or 
dBA. 

2) ANSI means the American National Standards 
Institute or its successor bodies. 

3) COMPLAINING PROPERTY means that 
property which is included in a residential 
district receiving sound levels including but not 
limited to lots, parcels, tracts, or individual 
dwelling units. 

4) CONSTRUCTION WORK means any site 
preparation assembly, erection, substantial 
repair, alteration, demolition or similar action, 
on public or private rights-of-way, structures, 
utilities or similar property pursuant to lawful 
authority. 

•5)- COUNTY' m e ans P a l m D e ach County, f l or i d a-. 
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1 6)5) 
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4 
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6 ip# 

7 


dBA means the total sound level of all noise 
as measured with a sound level meter using 
A- Weighting Network. The unit is decibel 
based on a reference sound pressure of .0002 
micro- bars. 

DECIBEL means a unit of sound pressure 
level, abbreviated as dB 


s 

9 

10 

11 m 

12 

13 

14 

15 


16 9)8) 

17 

18 

19 

20 


21 T5)9) 

22 

23 

24 

25 

26 

27 

28 
29 


D i nCCTOR means the Directo r o f the Palm 
D e ach County Plan ni ng, Zon i ng and Duild i n g 

Depa r tmentor his a utho ri z e d agent. 

ENFORCEMENT OFFICIAL shall mean and 
refer to any person authorized to enforce the 
provisions of this Ordinance including, but not 
limited to Sheriffs, Zoning, Code Enforcement, 
Building or Health Inspectors. 

EMERGENCY WORK means work made 
necessary to restore property to a safe 
condition following a calamity or work required 
to protect persons or property from imminent 
exposure to danger. 

FIXED MECHANICAL EQUIPMENT shall mean 
mechanical equipment, such as an air 
conditioning unit, water cooling tower, 
swimming pool pump, irrigation pump, well 
water pump, fan, power generator or other 
similar power source equipment, permanently 
affixed to real property, as distinguished from 
temporary, portable, non-fixed mechanical 
equipment. 


30 T6* 

31 
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PERSON —me an s—indi v id ua ls;— ch i ldr en , 

co r po r ations, —fir m s;— a ss oc i ations, —joint 

ventu res , —p a rtners h ips;—estates;—tr u s t s ; 

business trusts, synd i ca tes , fiduc i ar i es and a ll 

oth er g ro ups o r comb i nat i ons th e r e of. 

RESIDENTIAL DISTRICT means any area 
which is zoned r e s i d e nt i al under the Palm 
Beach Coun t y - Zo nin g - 6 o d e- Q r d i nanc e N o- . 

73 - 2 as am e nd e d. As o f the eff e ctive date o f 

this Ordinanc e , - th ese-resi d e n tial-z on es-are AR, 

CBS, RE, RT, RTS, RTU, RS, RM and RH. Any 
creation of additional residential zones by 
amendment to the Zoning Code or rezoning 
of property to residential status which occurs 
after the effective date of this code shall be 
automatically included in the residential district 
for purposes of this Ordinance. Further, any 
boundary roads surrounding the residential 
district shall be deemed to be included in said 
district. 
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1 +2) if) SOUND LEVEL means the weighted sound 

2 pressure obtained by use of a metering 

3 characteristic with an A-Weighting as specified 

4 in the ANSI specifications for sound level 

5 meters. 


6 43)12) SOUND LEVEL METER means an instrument 

7 which includes a microphone, amplifier, and 

8 output meter, and frequency weighting 

9 networks for the measurement of noise and 

10 sound levels in a manner to meet ANSI 

11 standards. 


12 44)13) SOURCE PROPERTY means the property from 

13 which the subject sound is originating including 

14 public or private streets, sidewalks or other 

15 public or open space areas. 

16 3. Maximum Permissible Sound Levels. 

17 -e:a. M a x i m u m P e rmissib le— Sound — L e v els- , General 

18 Prohibitions. No person shall operate or cause to be 

19 operated any source of sound from any location in such 

20 a manner as to create a sound level which exceeds the 

21 limits set forth in -( S e ct i on 500 : 1643. -2^ ) - Tab l e - 4 fable 

22 500.16-1 of this section for inhabited residential and 

2 3 commercial receiving land more than ten percent (10%) 

24 of any measurement period, which period shall not be 

25 less than ten minutes when measured at or within the 

2 6 property boundary of the complaining propet^. Fcl the 

27 purpose of this ordinance, inhabited shall mean regularly 

29 dlifflpM A v i olation of thi s O r dinanc e s hal l hav e 

30 occur r ed w i thout th e occa s ion of the m e a s ur e m e n ts 

31 being - mad e a s prov i d e d -here in i f circumstanc es a re 

32 such that the offending sound, b e c a u se of it s v er y 

33 natu r e r~i s usua ll y loud and - obviou sl y - o f fens i v e t o a 

34 re asonab le p r ud e nt pe r son or o r dina r y — s e n si tiv it y 

35 s i tuated upon the complaining prop ert y. 

3 6 Sound Level Measurement shall be made with a Type 

37 2 or equivalent sound level meter using the A-Weighting 

3 8 Scale in accordance with the standards p r omu l ga t ed by 

39 bf the American National Standards Institute (ANSI). 

4 0 Measurement Location: All measurements shall be 

41 made with a sound meter at or within the boundary of 

42 the complaining property. 
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TABLE 500.16-1 


2 MAXIMUM PERMISSIBLE SOUND LEVELS FOR INHABITED 

3 RESIDENTIAL RECEIVING LAND 

4 Rece i ving Land - N o ise Sour c e - Tim e- Sound Level limit 

5 Inhabited - F ixed Mechanical - 

6 R e siden t ial - Equi p m ent- A n y t ime -6 0dDA 

7 Land 


8 All Others- 7D0 am * 11 : 00 pm -6 ft d R A 

9 i hOO p m - 7:00 am - 55 dDA 

10 Receiving land Noise Source Time Sound Level Omit 


n Inhabited Residential Fixed Mechanical 

12 Property Equipment Anyume 60 dBA 


13 Inhabited Residential All Other Noise 7:00 AM - 8:00 P.M. 60 dBA 

14 Property 8:00 P.M. -11:00 PM. 55 dBA 

15 11:00 P.M. - 7:00 A.M. 50 dBA 


16 Inhabited Commercial 

17 Property AD Noise Anytime 70 dBA 

18 fc)| Specific Prohibitions. In addition to the general 

19 prohibitions set out a bo ve in Table 500.16-1, the 

2 0 following specific acts are declared to be in violation of 

21 this Ordinance. 


Homs, Signaling Devices. The soun ding of any 
hom or audible signal device of any motor 
vehicle, boat, train, engine, machine or 
stationary boDer of any kind except as required 
by law or as a dang er warnings a nd t h e The' 
sounding of any d ange r warning device for an 
unnecessary or unreasonable period of time 
is prohibited. 

Radios, Television, Musical Instruments, and 
Similar Devices. The oper a t ing o r playing of 
any—r a d i o , —t elev isi on,- p hon ogr aph, —musical 

ins tr um e nt, or similar device which prod uc es 

o r r e pr o duc es - soun d in su c h a manne r as t o 

exceed t he levels set forth in [Sec t i o n 500.1 6 

D2] - Parag r aph e, or~The operating or playing 
of any radio, television, phonograph, musical 
instrument or similar device on the public 
rights-of-way or in public parks in a manner as 
to be plainly audible at a distance of one 
hundred (100) feet from the sound source. 

Loud Speakers and Sound Amplifiers. The 
using or operating of any loud speaker, loud 
speaker system, sound amplifier ui uilier 
similar device between the hours of 11:00 P.M. 
and 7:00 A.M. on weekdays and 1611:00 P.M. 


22 1 ) 

23 

24 

25 

26 

27 

28 



46 
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and 10:00 A.M. on weekends and holidays, 
within or adjacent to an inhabited residential 
area such that the sound therefrom is plainly 
audible across the property line of the 
inhabited residential property, however, this 
section shall not apply to any pub li c 
p e rfo r mances, gatherings or parades lawfully 

-heteh special events, such as parades, festivals 
or sporting events. This exemption for special 
events shall not apply to lounges, restaurants 
or night dubs. 

4) Street Sales Advertising. The use or operation 
of any loudspeaker, sound amplifier or musical 
instrument which produces or reproduces 
sound which is cast or emitted upon the public 
streets and sidewalks for the purpose of 
commercial advertising or for attracting the 
attention of the public to any particular 
building, structure or place when such sound 
that is emitted is plainly audible across the 
property line of any inhabited residential 
property. 

5) Machinery Construction Work. The operation 
of any machinery, demolition equipment, 
construction equipment, excavating equipment, 
power tools, equipment of semi-mechanical 
devices or undertaking construction work 
which emits sound across the property line of 
an inhabited residential property between the 
hours of 10:00 P.M. and 7:00 A.M. However, 
this luBsection shall not prohibit the use of 
tempo rary pumps or machinery which, 
because of its very nature and purpose, are 
required to be operated twenty-four (24) hours 
a day. 

6) Lawn Equipment. To operate lawn and garden 
equipment which emits sound across the 
property line of inhabited residential property 
between the hours of 10:00 P.M. and 7:00 
A.M.. 

•h:4, Exemptions. The provisions of this subsection H shall not apply 

at any time to: 

4)a Sound emitted from the operation of motor vehicles 
legally operating on any public right-of-way which are 
regulated by Chapter 316, Florida Statutes, Uniform 
Traffic Control Law! p ro v i d e d — how e v er , - tha tH h is 
exemption shall no t op e rate-to e x e mpt any sound 

e mitt i n g- d e vic e- which may b e phys i ca li y a tt a chedto - a ny 

motor vehic les - -s u e h - as radios, ampl i fi er s, l oud 

sp e ak ers- o r- ot he r s imilar dev i ces. 
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-9)b. Any noise generated by interstate motor and rail carriers 
and aircraft or airport operations. Any other subjects to 
the extent preempted by applicable State or Federal 
laws or regulations. 

6)c. Any noise generated as a result of emergency work, as 
a danger warning device, or for the purpose of alerting 
persons to the existence of any emergency. 

4)d. Any noise generated by any government sanctioned 
activity conducted on public property, pub li c assembly 
act i v i t ies conduct e d - on - any public spac e o r pub l ic 
r i ght - of - way - pu r suan t —to— l awfu l autho r ity -i nc l ud i ng 

• spo rti ng event s . 

H Any noise generated within any public right-of-way, 
including parades, when appropriately sanctioned by the 
governing body. 

-5)- No t se -p roduc e dby domestic power too l s, l awn mow e rs 

and -ag ricu l tu r a l ■ e qu i pm e nt, wh e n - op er at e d - with a 

mu fflerr between t he hours of 7:00 A.M. to 10 : 00 P.M. - 

6)- N oise-e m i tted from -a - s ource l ocat e d within th e 1 G 

d i strie t- o r I L - d is t r ict a s- d e fin e d i n th e Palm -- Oeac h 

Coun t y - Zon i ng - God e- . 


f. 


Non-ampirfied crowd noises at sporting events. 


f)g. Any nNoise emitted from a source located within the 
Research and Technology Overlay (R&T-O) District. 


-g-.Si Variance Procedure. Any person desiring relief from the 
provisions of this Ordinance may apply for a variance to allow 
the creation of sound levels that would be otherwise in violation 
of this Ordinance, pursuant to the procedures set forth in 
Section 403 of the Palm Beach County Zoning Code. 


The Palm Beach County Zoning Board of Adjustment may grant 
a variance upon a showing by the applicant that: 


Additional time is necessary for the applicant to alter or 
modify the activity in order to comply with the provisions 
of this Article; or 


The activity, operation or noise source will be a 
temporary duration and cannot be done in a manner 
that would comply with the provisions of this Article; and 


-3)c! No reasonable alternative is available to the applicant. 
Any variance granted pursuant to this section shall 
contain thereon all conditions upon which said variance 
has been granted, including but not limited to the 
effective date, time of day, location, sound level limit or 
equipment limitation and duration of variance. 
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-h6. Public Nuisance/Injunctive Relief. Any emission of noise from 
any source in excess of the limitations established in or 
pursuant to this Ordinance shall be deemed and is hereby 
declared to be a public nuisance. Upon receipt of written 
complaint of violation of this Ordinance, the D ire ct or 
enforcement officer may investigate and request the County 
Attorney to file injunctive proceedings to abate said nuisance. 
Such proceedings shall be cumulative and in addition to the 
penalties provided herein. 


jH Other Remedies. Nothing in this section shall be construed to 
impair any cause of action at law or in equity by any person for 
injury, damages or other injunctive relief due to violations of this 
Ordinance. 

Part 16. Section 500.16.B.3 through section 500.16.B.9., Performance Standards, 
Miscellaneous Standards, are relettered and renumbered to subsections 

500.16. C. through 500.16.1. appropriately. The remaining text of existing section 

500.16. B. remains unchanged. 


S:C. Vibrations. 


■4^0. Smoke, Emissions, and Other Particulate Matter. 


■5:E. Odors. 

6-.F. Toxic or Noxious Matter. 

T-.G. Radiation. 


frf-i Electromagnetic Radiation and Interference. 

•9$ Drainage 

Part 17. Section 500.17, Off-Street Parking Regulations, Figure 500.17-1, Parking Stall 
Schematic, and Figure 500.17-3 are amended as shown on “Attachment 1“ and 
"Attachment 2“, respectively. 

Part 18. Section 500.17.C.10.f., Off-Street Parking Regulations, Off-Street Parking, 
Construction and Design of Parking Areas, Ingress and egress to Vehicular Use 
Areas, has been relettered to section 500.17.C.10.j, as shown below. 

•ff Ingress and Egress to Vehicular Use Areas 

Part 19. Section 500.17.C.10.f.2., Off-Street Parking Regulations, Off-Street Parking, 
Construction and Design of Parking Areas, Ingress and Egress to Vehicular Use 
Areas, Dimensions of Ingress and Egress Areas, has been amended as follows: 

2. Dimensions of ingress and egress areas. The dimensions listed below 
shall begin at the street and run the entire length of the driveway. This 
section does not apply to residential land uses. 
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Dimension at Street 


Width (in feet)* 

Minimum (one-way) 15 

Minimum (two-way) 25 

W i thou t med ian-6 

Minimum with median—-46 40** 

Maximum (without median) 35 

Right turn radius (in feet)**! 

Minimum -29 !§ 

Maximum 30 

* Measured along right-of-way line at inner limit of curbed radius sweep 
or between radius and near edge of curbed island at least fifty (50) 
square feet in area. The minimum width applies principally to one-way 
driveways. 

**Excluding median. Twenty foot unobstructed pavement shall be on 
both sides of median, excluding guard houses and landscape islands. 

i**On side of driveway exposed to entry or exit by right- turning 
vehicles. 

Part 20. Section 500.17, Schedule 500.17-1, Off-Street Parking Regulations, Minimum 
Number of Off-Street Parking Spaces, is amended to add and delete language 
in selected parts of the schedule, as shown. The remainder of Schedule 500.17- 
1 remains unchanged. 


Use Classification 


Commercial 

Minimum Off-Street 
Parking Requirements 


Loading 

Requirements 


Automotive Paint and Body 4 spaces per 1,000 square feet GFA 4 N/A 

Car Wash Self Service 4 spaces per 1,000 square feet GFA 

or Automatic Is princiiplllil plus a 10 by 20 foot area adjacent to 

each vacuum or detailing area N/A 


Funeral Homes, 
Mausoleums and 
Crematories 


Drive i n - Restau rant 


1 space per 4 person seating capacity 
4 -spaces- p er- l 7 000 - squa re f eet GrA 

plus 1 space p er e ach 3 s eats 


C 


30 p e r 1,000 square GrA -G 

25 -space s m i n i mum 


4 Vehicles shall not be stored in vi ew suicE tiHat tA-snow sotE six (6) foot fence or 
vegetation may be used to screen the vehicles from view. 
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Civic and Institutional Uses 


College and University, 

Trade, Vocational and 
Seminary Facilities: 

a. Student Parking -2 1 space per 2 students C 

b. Gymnasiums/Auditoriums 1 space per 4 seats 

c. Administrative, 1 space per 300 square feet 

Educational, and 

Office 


Day Care Services 
(with less than 100 children) 


Day Care Services 
(with 100 or more children) 

Government Services 


Library 


Public and Private 
Secondary Educational 
Facilities 

Grades 9 through 12 


-T-spaee- p er- 2 5 0 square feet GrA, -N/A 

plu s a minimum of 5 v i sito r- spaces 
1 space per employee, plus 5 transient 
spaces 10 N/A 

1 space per employee, plus 10 transient 
spaces* N/A 

1 space per employee (maximum shift), N/A 
1 space per 3 fixed seats of public 
assembly room 

5 spaces per 1000 square feet, 

plus 1 space per employee N/A 


1 space per employee C 

plus 0.25 space per student 


MISCELLANEOUS US ES 

AGRICULTURAL USES 

Agricultural Accessory 1 space per employee (maximum shift) N/A 

5 spaces minimum (accessory storage building 
and barns do not require parking) 

Part 21. Section 500.18.C., Regulations for the Parking, Storing, or Keeping of 
Commercial Vehicles, Boats, Buses, Trailers, and Trucks, Motor Vehicles 
Prohibited or Restricted in Residential Districts, is amended to change the title 
of subsection C., and make other amendments to subsection 1., as follows: 

500.18.C. Regulations for the Parking, Storing, or Keeping of Commercial 
Vehicles, Boats, Buses, Trailers, and Trucks. 

C. Motor Vehicles Prohibited or Restricted in Resid e ntia l 
D i str i c ts. 

1. It shall be unlawful for any owner, agent, 
operator, or person in charge of any bus, pole 
trailer, semi-trailer, trailer, trailer coach (house 


10 Such facilities shall provide clear ingress and egressl-afid-a A convenient passenger drop-off area 
located adjacent to the building and out of the primary travel lanes may be substituted for two of the 
transient spaces. 
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trailer), truck and/or truck tractor, as previously 
defined in this Code, to park, store or keep 
such motor vehicle on any public street, 
avenue, alley, or other thoroughfare or any 
right-of-way therewith within any re s i dent i a l 
district in the County of Palm Beach for a 
period exceeding one (1) hour in any twenty- 
four hour period, each such period 
commencing at the time of first stopping or 
parking unless a permit is first obtained from 
the sheriff’s department. Industrial and 
commercial districts are exempt from this 
requirement. 

Part 22. Section 500.21.E.ll.g.(2), Planned Unit Development, General Requirements, 
Planned Unit Development Procedure, Final Master Plan Certification, Phasing 
Controls, is amended to delete reference to subsection E. of section 402.9., as 
follows: 

500.21 Planned Unit Development 

E. General requirements and special regulations. The following general 
requirements and special regulations shall apply to all planned unit 
developments. 

11. Planned Unit Development Procedure. 

g. Final Master Plan Phasing Controls. 

2. Phasing Controls. If the final master land use plan is 
to be developed in phases or stages requiring more 
than one (1) final plat, successive plats must be filed 
to that construction and development activity shall be 
of a reasonable continuous nature; but in no event 
shall more than two (2) years plus one (1) additional 
two-year extension period elapse between the filing 
of successive plats. Upon the expiration of any time 
period established by this section, the approval for 
the planned unit development shall be subject to 
mandatory review as provided in section 402.9.-& of 
this Code. Should a planned development be 
constructed in phases requiring more than one (1) 
plat, the following sequence must be adhered to: 

Part 23. Subsection 500.21.L.6.(b), Planned Unit Development, Property Development 

Regulations - Commercial Use, Special Regulations, Operating Hours, is 

amended as follows: 

500.21 Planned Unit Development 

L. Property Development Regulations for Planned Unit Developments - 
Commercial Use. 

6. Special Regulations 

(b) Operating hours. No commercial use shall commence 
outdoor business activities (including delivery -a n d-st ock ing 
op er at i on s) prior to 6:00 A.M. nor continue - a e t i v i t tes-la t er 
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lhafi outdoor business activity after 11:0 0 P.M. e x ce pt as 
oth e rwis e-pr ov i d e d i n this C ode . The Board of County 
Commissioners, as part of a development approval, may 
alter these or set additional limits on any hours of operation 
depending on the compatibility of proposed use with 
adjacent uses. 


Part 24. Section 500.22.E.4. Mobile Home Rental Parks, General Requirements and Special 
Regulations for Mobile Home Rental Parks (MHRP), Authorized Uses, is amended 
to add and delete language as follows: 

500.22. Mobile Home Rental Parks 

E. General requirements and special regulations for mobile home 
rental parks (MHRP). 

4. Authorized Uses. 

Mobile home and its customary use. 

Public operated parks and recreation areas or other facility 
operated by a nonprofit organization. 

Accessory structures such as an enclosed porch, screened 
enclosure, shed, and carport, as - an acc ess o r y t o a mobil e 
home r es i d e nc e. 

Part 25. Section 500.22.K. 1. Mobile Home Rental Parks, Property Development Regulations 
for MHRP Developments - Residential Uses, Minimum Yard Setback 
Requirements, is amended to add a new subsection d. 

500.22. Mobile Home Rental Parks. 

K. Property Development Regulations for MHRP Developments - 
Residential Uses. 

1. Minimum Yard Setback Requirements. 

d. Mobile home rental parks legally permitted under ordinances 
other than Ordinance No. 73-2, as amended, shall be 
permitted to develop or redevelop according to the 
regulations in place at the time of the approval. This 
provision shall not authorize any new mobile home or 
attached accessory structure to violate the required building 
separation of the Palm Beach County Fire Code. 


Part 26. Section 500.22.N.1. Mobile Home Rental Parks, Permanent and Temporary 
Structures and Facilities, is amended to add a new subsection e. in subsection 
1., as follows: 

500.22. Mobile Home Rental Parks 


N. Permanent and temporary structures and facilities. 


1 . 


Permanent structures and facilities may be allowed under 
the following conditions for the following uses: 


e. Mobile home accessory structures or additions that 
conform to all applicable codes of Palm Beach 
County. The total combined area of all such 


Highlighted language (e.g., the) indicates proposed new language. 

Language crossed out (e.g., -the) Indicates language proposed to be deleted. 


July 16, 1990 
Page 22 




































1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 


additions, except carports, shall not exceed the gross 
area of the mobile home itself. 

Part 27. Section 500.24.K.2., Mobile Home Condominium Park, Property Development 
Regulations for MHCP Developments - Residential Uses, Minimum Yard Setback 
Requirements, is amended to add the following paragraph as follows: 

500.24. Mobile Home Condominium Park. 

K. Property Development Regulations for MHCP Developments - 

Residential Uses. 

2. Minimum Yard Setback Requirements. 

Mobile home condominium parks legally permitted under 
ordinances other than Ordinance No. 73-2, as amended, 
shall be permitted to develop or redevelop according to the 
regulations in place at the time of the approval. This 
provision shall not authorize any new mobile home or 
attached accessory structure to violate the required building 
separation of the Palm Beach County Fire Code. 

Part 28. Section 500.28. B.6., Exceptions to Property Development Regulations, Yard, Utility 
Buildings and Structures Accessory to Primary Residential Uses, is amended to 
add the following: 

500.28 Exceptions to Property Development Regulations. 

B. Yard 

6. Utility Buildings and Structures Accessory to Primary 
Residential Uses. An accessory or subordinate structure 
(except guest cottages or accessory apartments) may be 
constructed in any residential district, a distance often (10) 
feet from the rear property line or at least two (2) feet from 
any established easement in the rear, whichever is the 
greater distance, provided that there is adherence to the 
side yard setback requirements and further provided that 
said structure shall not be permitted to occupy more than 
twenty-five (25) percent of the distance between said 
property lines. All structures used as dwellings shall meet 
the required setbacks of the principal use. 


Part 29. Section 500.30.B.2., Townhouse Cluster, Development Regulations, Setbacks, is 
amended follows: 

500.30. Townhouse Cluster. 

B. Development Regulations. 

2. Setbacks. 

a. Any townhouse cluster having not more than two 
(2) units shall meet the following minimum yard 
setback requirements: 
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• Qn e and Tw o- Thr ee 

■Story-—-Story 

Building Height Bulding Height 

25’ 35’ 

Front 25 feet 30 feet 

Side lot (interior) 7.5 feet 25 feet 

Side lot (corner) 15 feet 25 feet 

Rear 15 feet 25 feet 


b. 


Any townhouse cluster having more than two (2) 
units shall meet the following minimum yard 
requirements: 


One-and-T-wo- 

—Three 

otory 

Building Height 
25' 

Story 

Bufcfng Height 

1 : 35 ’ 


Front 25 feet 30 feet 

Side lot (interior) (1) A townhouse having two (2) 
party walls shall have no side interior 
yard requirements. 

(2) End units shall have to meet 
the following side yard requirements: 
RM: 15 feet RM: 25 feet 

RH: 20 feet RH: 25 feet 

Side lot (corner) 25 feet 25 feet 

Rear 25 feet 25 feet 


Part 30. Section 500.30.C., Townhouse Cluster, Accessory Building and Structures, is 
amended follows: 

500.30 Townhouse Cluster. 

C. No detached accessory buildings or structures other than 

permitted fences or walls shall be permitted on any lot less than 
thirty (30) feet in width. Those lots having at least thirty (30) feet 
in width shall comply with the accessory use requirements 
pursuant to sections G0 5: D r and 606.D - . 500,1. (accessory buildings 
SHHiures) where applicable. 

Part 31. Section 500.35.F.1., Landscape Code, Procedure, General, is amended as follows: 
F. Procedure 

1. General 

a. Prior to the issuance of a building permit or a paving permit 
for any development except a single-family dwelling or 
duplex residence, a landscape plan which has been 
prepared by and bears the seal of a landscape architect 
authorized to prepare landscape plans by Chapter 481 /Part 
II (Landscape Architecture), of Florida Statutes, shall be 
submitted to, reviewed by, and approved by the 
Department, pursuant to the terms of this section. 
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b. Prior to the issuance of a building permit or a paving permit 
for a single-family dwelling or duplex residence, a landscape 
plan which does not have to be prepared by, or bear the 
seal of a landscape architect or other licensed professional 
shall be submitted to, reviewed by, and approved by the 
Department, pursuant to the terms of this section. 

Part 32. Section 500.37.B., Congregate Living Facilities, Applicability, is amended to insert 
the following: 

500.37 Congregate Living Facilities. 

B. Applicability. In addition to the requirements of -See section 
401.1.A., B., the requirements of this section shall apply to all 
Congregate Living Facility within unincorporated Palm Beach 
County. These standards shall prevail over less restrictive 
standards applicable to such Facilities imposed by the Zoning 
Code or otherwise by law. All CLF’s for residents other than 
housing for children, aged persons, physically disabled persons, 
developmentally disabled persons as defined in Sec. 393.0631 (6), 
Florida Statutes, non-dangerously mentally ill persons as defined 
in Sec. 394.455(3), Florida Statutes, safe house shelters, or 
maternity homes excluding birthing centers, and clinics shall be 
subject to the requirements of -Sec section 401.2 (Special 
Exceptions). Except as otherwise provided, a CLF, type 2 requires 
a special permit and a CLF, type 3 requires a special exception. 

Part 33. Section 500.37.E., Congregate Living Facilities, Location, Concentration and 
Neighborhood Compatibility, is amended to add and delete the following 
language: 

500.37 Congregate Living Facilities. 

E. Location, concentration and neighborhood compatibility. 

1. In general. No approval for a congregate living facility shall be 
granted unless it satisfies the following criteria for location, 
concentration and neighborhood compatibility. For the purposes 
of the required separation below, measurements shall be made 
from structure to structure, except where the separation required 
is between a structure and a zone. In this case, the separation is 
measured from structure to zone boundary. 

2. Location of congregate living facility, type 1. A congregate living 
facility, type 1 may be located wherever single-family residences 
are permitted provided that such facilities shall not be located 
within one thousand (1,000) feet of another such facility. A CLF 
type 1 unable to meet this separation requirement may petition for 
variance relief, pursuant to section 403 (Board of Adjustment), 
below, 

3. Location and congregate living facilities, types 2 and 3. 
a. Mandatory standards. 

(1) A Congregate Living Facility, Type 2!£ Category A 
tiOUSihglf^pil may be permitted in all residential 
Zoning Districts that allow multiple family dwelling 
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units as permitted uses;. A proposed CLF. Type 2 
which shall occupy a Category B or C housing type 
may also be permitted in all residential zoning districts 
that allow multiple family dwellings as permitted uses, 
provided that it is not located within a radius of: (1) 
twelve hundred feet (1200’) of another Congregate 
Living Facility Type 2; and (2) -s ha ll not b e w i thin a 
-radios- o f five hundred feet (500’) from a property 
zoned CRS, RTS, RS, RTU, RE, or RT—a-Zoning 
District, th at-all ows singl e fam il y - dw e l l ing un i ts a s 
pe r m i tt e d u ses if th e propos e d Congr e gat e Livin g 

Tac il ity, Type 2 is~ a Cat e go r y D or C H ous i ng Typ e . 

A Category B or C Congregate Living Facility, Type 
2 that does not comply with these spacing 
requirements may -be p e rm i tt e d locate in all residential 
Zoning Districts that allow multiple family dwelling 
uses as permitted uses, as a special exception use 
after compliance with the conditions and provisions 
of Chapter 1, Section 102, Chapter IV, Sections 400, 
400.1, 401 and the other regulations as required by 
this Zoning Code. 

Part 34. Section 500.44.B.I.b., Amateur and Citizen's Band Radio and Television Antenna 
Structures, Application, Approval of Antennas and Antenna Support Structures, 
Approval and Permits, is amended to add the following language: 

b. Approval and Permits. Zoning Division approval shall be required for the 
installation of those antenna support structures and the beam antenna 
installed on these support structures, extending more than thirty five feet 
(35’) above ground. A permit shall be obtained from the Building Division 
prior to the erection or installation of any system requiring Zoning 
approval or extending more than ten feet (1 O') above the last anchorage. 
The "last anchorage" shall mean the connection at grade level or the 
connection to a permanent structure. 

Part 35. Section 500.45, Stands for Sale of Agricultural Products, is retitled, renumbered, 
and amended as follows: 

500.45 Stand s fo r Sa le of Agr i cu l tural Product s Outdbdhletali SalesI 

A. Purpose and Intent It is the intent of this section to establish 
guidelines for regulating outdoor retail sales. The regulations 
contained in this section are intended to promote land use 
compatibility, traffic and pedestrian safety, and a positive 
community appearance. The standards provide reasonable 
consideration for the character of the districts and their particular 
suitability for these uses. Any sale within the right-of-way of Palm 
Beach County shall be subject to the applicable requirements of 
the Palm Beach county Department of Engineering and Public 
Works: 

B. Temporary Sales. Temporary seasonal sales, such as Christmas 
tree or fireworks, or special event sales, such as furniture, plants, 
or toy sales, which require a tent or temporary structure, excluding 
trailers, shall: 

1. Be located in a CG-General Commercial Zoning District; 
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$ permission of the property owner; 


3. Obtain a special permit from the Zoning Division; 

4. Meet all required! setbacks of the district; 

5. Not exceed sixty (60) days in duration; 

6. Meet the requirements of the Off-Street Parking section 
(500.17) of the Zoning Code; 

7. Not be located within safe distance triangles, as defined in 
Section 500.35.8.a. and 8.b.; 


8. Not have more than one (1) tent or structure per lot; and 

9. Meet requirements of the outdoor lighting standards, Section 
500.43. 


C. Mobile Sales. Mobile sales, such as food or flowers, must be 
conducted from a portable stand and shall: 

1. Be located in the CG-General Commercial or CC-Commiritty 
Commercial Zoning Districts; 

2. Have the permission of the property owner; 

3. Not be located in any required parking spaces; 

4. Not be located in any landscape buffer; 

5. Not be located in any driveway aisles or loading areas or 

interfere with on site circulation; 

6. Not be located within safe distance triangles, as defined in 
Section 500.35,8.a. and 8.b.; 

7. Be the only outdoor vendor on the lot; arid 

8. Be removed from the site at night. 

D. Stands for Sale of Agricultural Products. Any roadside stand used 
for the sale of agricultural products, not necessarily grown on site, 
may be located only in the AR-Agricultural Residential, CRS- 
Country Residential, CC-Community Commercial, and CG-General 
Commercial Zoning Districts and shall be subject to the following 
standards: 


A:! No stand shall exceed three hundred (300) square feet of 
gross floor area; 

-6:2; The stand shall maintain mobility of some type, such as 
wheels or skids; 


■6:1! No stand shall be any closer than six hundred feet (600’) 
to any other stand and there shall be only one (1) stand for 
each parcel of land; 
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The stand is set back fifty feet (50’) or more from the 
pavement or zero feet (O’) feet from the base building line, 
whichever distance is greater; and 

-E-J5. The stand shall not be located within one hundred feet 
(100’) of the intersection of the right-of-way lines of any two 
(2) dedicated roads. 

E. Transient Sales. Transient sales which travel to several locations 
in one day, such as lunch wagons, door-to-door salesmen, or ice 
cream trucks are: 


1. Permitted to travel to any business or residence; and 

2. Not permitted to park in any one location for more than two 
(2) hours. 


Part 36. Section 500.46.C., Accessory Apartments for Elderly and Handicapped, is 
amended to insert and delete the following language: 


C. The accessory apartment shall be of-a- d esigri compatible in character 
and subordinate in size to with the principal residential structure . -rs haH - b e 
subord i nat e to th e— principal resid e ntia l st r uctur e , and Accessory 
apartments shall also comply with the minimum yard setbacks of th e AR 
Distr i ct ; and applicable to the principal residential structure. 

Part 37. Section 601 .C., AGR-Agricultural Reserve District, Uses Subject to Special Permit 
Regulations, is amended to insert and delete the language shown below. The 
remainder of section 601 .C. remains unchanged. 


C. Uses subject to special permit regulations. In the AGR District, the 
following buildings, structures, and uses shall be permitted pursuant to 
Sec. 401.6, after compliance with the following special regulations: 

An aAccessory apartments for elderly -and or handicapped, (subject to 
Sec. 500.46.). 


Part 38. Section 601.D., AGR-Agricultural Reserve District, Special Exception Subject to 
Commission Approval, is amended as follows: 


D. Special exceptions subject to Commission approval. When the Board of 
County Commission determines as a fact, after the review of the 
application and plans submitted therewith, that the conditions and 
provisions of Chapter I, Sec. 102, Chapter IV, Sections 400, 400.1, 401, 
and other regulations as set forth and defined in the Zoning Code have 
been met, and when the proposed use or uses are consistent with good 
zoning practice and are not contrary to the policies of the Palm Beach 
County Comprehensive Plan, the following uses shall be allowed as 
special exception uses: 

Public and private utility services and accessory buildings and structures, 
including, but not limited to the following: (Subject to moratorium until the 
Comprehensive Plan has been amended to reflect findings of study 
described in 601.A Purpose and intent, (unless agriculturally related)): 

Electrical power facilities, (subject to Sec. 500.42). 

Gas and water regulation station. 

Incinerator, (subject to Sec. 500.5). 
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Water and wastewater treatment facilities, (subject to Sec. 500.41). 
•Refttse-an cH r a s h dumps. 

Sanitary landfill, (subject to Sec. 500.5). 

Telephone and exchange building and substation 

Solid Waste Transfer and Recycling Station, (subject to Sec 

500.4) 

Part 39. Section 601.E., AGR-Agricultural Reserve District, Property Development 
Regulations, is amended as follows: 

E. Property development regulations. 

1. Minimum lot -size area and dimensions. 

Area: 10 acres: 

Width: 300 feet 

Depth: 300 feet 

Frontage: 300 feet 

2. Minimum yard setback requirements. 

Front: 100 feet 

Side (interior): 50 feet 

Side (corner): 80 feet 

Rear: 100 feet 

3. Maximum building height; and total floor area - a n d -l o t cov era g e . 
Maximum Building Height: 35 feet. 

All agr i cu l tu r a l p r oc e ssing -a nd re s e arch bu i ld i ng s and accesso r y 

-uses structures requiring a height greater than thirty five feet (35’) 
shall be permitted, provided the minimum yard setback 
requirements of this section C hapt er 601. - C t I - . are met, as well as 
an additional i n add i tion to a three foot (3’) setback for all yards 
for each ten feet (1 O’) M:BeigHt or fraction thereof above thirty five 
feet (35’) M He®. 

Maximum Total Floor Area 10% of the total lot area. 

■ Max i mum - Lot - Gov e rag e:- 10% o f th e total l ot ar e a 

Part 40. Section 602.B., AP-Agricultural Production District, Permitted Uses., is amended 
to delete language and insert in the appropriate alphabetical order language as 
follows: 

B. Permitted Uses. In the AP-Agricultural Preservation District, no building, 
structure or and water use shall be permitted except for one (1) or more 
of the following uses: 

Agricultural accessory uses that are customary and incidental to general 
farming uses, including, but not limited to the following: 

Bailing stations. 

Citrus Packing and grading plants. 

Corrals. 

Dipping vats. 

Equipment storage sheds. 
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Forage drying facilities. 

Migrant a n d f a r m labo r- quarters and cam p 3 — and accesso r y 
e qu i pm ent- a nd- bu i ld i ng s ; 

Migrant and farm labor quarters and camps and accessory 
equipment buildings and uses, all contained within a complex 
designated to serve residents only. Accessory uses shall not be 
subject to special exception requirements and may include water 
and wastewater plants, places of worship, postal facilities and 
recreational buildings. 

Pre-cooling and packing plant. 

Pumping and drainage structures. 

Railway tracks. 

Part 41. Section 602.C., AP-Agricultural Production District, Uses Subject to Special Permit 
Regulations, is amended to add the language shown below. The remainder of 
section 602.C. remains unchanged. 

C. Uses subject to special permit regulations. In the AP District, the following 
buildings, structures, and uses shall be permitted pursuant to Sec. 401.6, 
after compliance with the following special regulations: 

An accessory apartment for elderly or handicapped, accessory to a bona 
fide farm residence (subject to section 500.46). 

Part 42. Section 602.D., AP-Agricultural Production District, Special Exceptions Subject to 
Commission Approval, is amended to insert and delete the language shown 
below. The remainder of section 602. D. remains unchanged. 

D. Special exceptions subject to Commission approval. When the 
Commission determines as a fact, after the review of the application and 
plans submitted therewith, that the conditions and provisions of Chapter 
1, Sec. 102, Chapter IV, Sections 400, 400.1, 401, and other regulations 
as set forth and defined in this Zoning Code have been met, and when 
the proposed use or uses are consistent with good zoning practice and 
are not contrary to the policies of the Palm Beach County Comprehensive 
Plan, the following uses shall be permitted: 

Agricultural transshipment operations as a principal use. 

Public and private utility services as a principal use and their appurtenant 
•and accessory buildings and structures, including, but not limited to the 
following: 

Electrical power facilities, (subject to Sec. 500.42). 

Gas and water regulation station. 

Incinerator, (subject to Sec. 500.5). 

-Refase- and t r a s h - dumps. 

Sanitary landfill, (subject to Sec. 500.5). 

Water and wastewater treatment facility, (subject to Sec. 500.41). 
Telephone exchange building and substation. 

Solid Waste Transfer arid Recycling Station, (subject to Sec. 
500.42). 
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Part 43. Section 602.E., AP-Agricultural Production District, Property Development 
Regulations, is amended as follows: 

E. Property development regulations. 

1. Minimum lot area and -di m e ns i on s yard setback requirements. 

Area: 10 acres 

Front: 100 feet 

Side (interior): 50 feet 

Side (corner): 80 feet 

Rear: 100 feet 

2. Maximum building height; and total floor area and l ot cov e rag e . 

Maximum Building Height: 35 feet. 

Maximum Total Floor Area: 10% of the total lot area. 

Maximum Lot Cov e rag e:- 10% of the - tota l-l ot ar e a 

Exception: All agr i cultural proces st ng - and r e search building s and 
acc e ssory use s structures requiring a height greater than thirty five 
(35) feet shall be permitted, provided the minimum yard setback; 
of this section S e c. - 601. E.I., are met in addition to a three foot (3) 
setback for all yards for each ten feet (10) or fraction thereof 
above thirty-five feet (35). 

Part 44. Section 603.A., SA-Special Agricultural District, Purpose and Intent, is amended 
to insert the following language. 

A. Purpose and Intent. The purpose and intent of the SA District is to provide 
a transitional district which allows for more intensive agricultural uses and 
related services, and for limited commercial activities that provide a 
convenience to the rural community. The SA District corresponds to the 
Special Agriculture (SA), and Agricultural Production (AP) land use 
designations, and in some cases the Rural Residential 10 (RR10), Rural 
Residential 20 (RR20) designations, of the Land Use Element of the Palm 
Beach County Comprehensive Plan, except as otherwise noted below. 

Part 45. Section 603.B., SA-Special Agricultural District, Permitted Uses, is amended as 
shown below. The remainder of section 603.B remains unchanged. 

B. Permitted uses. In the SA District, no building, structure or land and water 
uses shall be permitted except for one (1) or more of the following uses: 

Agricultural accessory uses that are customary and incidental to 
principal agricultural uses, including, but not limited to the 
following: 

Packing and shipping. 

Baling stations. 

Caretaker’s quarters, (subject to Sec. 500.40). 

Citrus packing and grading plants 1 . 

Corrals. 

Dipping vats. 

Equipment storage sheds. 


1 In the RR 10, these uses are permitted only for existing farm operations; 
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Forage drying facilities 1 . 

Pre-cooling and packing plant 1 . 

Pumping and drainage structures. 

Railway tracks. 

A gr i cu l tu r a l-re s e arch and d e v el opmen t f ac i liti e s. 

Comm e rc t a l-st a b les. 

Home occupations (subject to section 500.2). 

One stand for the sale of agricultural products, not necessarily 
grown on site, (subject to Sec. 500.445). 

Veterinary Office, without outdoor facilities, on a minimum of ten 
(10) acres. 

Part 46. Section 603.C., SA-Special Agricultural District, Uses Subject to Special Permit 
Regulations, is amended to add the language shown below. The remainder of 
section 602.C. remains unchanged. 

C. Uses subject to special permit regulations. In the SA District, the following 
buildings, structures, and uses shall be permitted after compliance with 
the following special regulations: 

An accessory apartment for the elderly or handicapped accessory to a 
bona fide farm residence (subject to section 500.46). 

Part 47. Section 603.D., SA-Special Agricultural District, Special Exception Subject to 
Commission Approval, is amended to insert the following uses in the appropriate 
alphabetical order as shown below. The remainder of section 603. D. remains 
unchanged. 

D. Special exceptions subject to Commission approval. When the Board of 
County Commissioners determines as a fact, after the review of the 
application and plans submitted therewith, that the conditions and 
provisions of Chapter 1, Sec. 102, Chapter IV, Sections 400, 400.1, 401, 
and other regulations as set forth and defined in this Zoning Code have 
been met, and when the proposed use or uses are consistent with good 
zoning practice and are not contrary to the policies of the Palm Beach 
County Palm Beach County Comprehensive Plan, the following uses shall 
be allowed as special exception uses: 

Agricultural research and development facilities. 

Commercial sales and service enterprises providing products and services 
of an agricultural nature customarily needed, utilized and consumed in 
rural areas devoted to agricultural land uses, such as feed and grain 
stores, farm implement sales and service, and the like: (not permitted on 
land within the RR 10 land use designation of the Comprehensive Plan). 

Commercial stables; 

Excavation, Type III (not permitted on land within the RR 10 land use 
designation of the Comprehensive Plan). 


1 (n the RR 10, these uses are permitted only for existing farm operations. 
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Medical centers, excluding clinics. 

Migrant, farm labor quarters and camps and accessory buildings and 
structures {not permitted on land within the RR 10 land use designation 
of the Comprehensive Plan). 

Public and private utility services and accessory buildings and structures, 
including, but not limited to the following: 

Electrical power facilities, (subject to Sec. 500.42). 

Gas and water regulation station. 

Incinerator, (subject to Sec. 500.5). 

Sanitary landfill, (subject to Sec. 500.5). 

Water and wastewater treatment facility, (subject to Sec. 500.41). 
Telephone exchange building and substation. 

Solid Waste Transfer and Recycling Station, (subject to Sec. 
500.4). 


Sugar mills (not permitted in the RR 10 land designation of the 
Comprehensive Plan). 

Veterinary Offices. 

Part 48. Section 603.E.3., SA-Special Agricultural District, Property Development 
Regulations, Maximum Building Height, Total Floor Area and Lot Coverage, is 
amended as follows: 

E. Property development regulations. 

3. Maximum building height, total floor area and lot coverage. 

Maximum Building Height 35 feet 

Maximum Total Floor Area 15% of the total lot area 

Maximum Lot Coverage 10% of the total lot area. 

Exceptions: 

All - ag ri cu l tu r a l p r oc e ssing an d tes earch bu il d i ng s- and accessory 

■uses structures requiring a height greater than thirty-five feet (35’) 
shall be permitted, provided the minimum yard setback 
requirements of this section Se c . 601 -E t £. are met in addition to 
a three foot (3’) setback for all yards for each story above 
thirty-five feet (35). 

For Medical Centers as described in Sec. 603.D., maximum total 
floor area shall not exceed twenty five percent (25%) of the total 
lot area, maximum lot coverage shall not exceed fifteen percent 
(15%) of the total lot area and maximum building height shall be 
fifty five feet (55’), provided however the minimum yard setbacks, 
listed in this section S e er - 602 E.2. abov e are increased an 
additional one foot (1), for each additional one foot (T) in height 
above thirty five feet (35’). 
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Part 49- Section 604.C., AR-Agricultural Residential District, Uses Subject to Special Permit 
Regulations, is amended to insert and delete the language below. The remainder 
of section 604.C. remains unchanged. 

C. Uses subject to special permit regulations. In an AR District, the following 
buildings, structures, and uses shall be permitted pursuant to Sec. 401.6, 
after compliance with the following special regulations: 


An aAccessory apartments for elderly -and or handicapped, (subject to 
Sec. 500.46.). 

Part 50. Section 604.D., AR-Agricultural Residential District, Special Exception Subject to 
Commission Approval, is amended as follows: 

D. Special exceptions subject to Commission approval. 

V eteri nary offic e 

Part 51 . Section 605.B., CRS-Country Residential District, Permitted Uses, is amended to 
change the subsection reference noted below. The remainder of section 605.B 
remains unchanged. 

B. Permitted uses. In the CRS District, no building, structure or land and 
water use shall be permitted except for one or more of the following uses: 

One stand for the sale of agricultural products, (subject to Sec. 
500.445). 

Part 52. Section 605.C., CRS-Country Residential District, Uses Subject to Special Permit 
Regulations, is amended to insert and delete the language below. The remainder 
of section 605.C. remains unchanged. 

C. Uses subject to special permit regulations. In a CRS District, the following 
buildings, structures, and uses shall be permitted pursuant to Sec. 401.6, 
after compliance with the following special regulations: 

An aAccessory apartments for elderly and $ir handicapped, (subject to 
Sec. 500.46.). 

Part 53. Section 606.D., RSER-Rural Services District, Special Exceptions Subject to 
Commission Approval, is amended as shown below. The remainder of section 
606.D. remains unchanged. 

D. Special exceptions subject to Commission approval. When the 
Commission determines as a fact, after the review of the application and 
plans submitted therewith, that the conditions and provisions of Chapter 
1, Sec. 102, Chapter IV, Sections 400, 400.1, 401, and other regulations 
as set forth and defined in this Zoning Code have been met, and when 
the proposed use or uses are consistent with good zoning practice and 
are not contrary to the policies of the Palm Beach County Comprehensive 
Plan, the following uses shall be allowed as special exception uses: 

Congregate living facilities, type II and III. (subject to Sec. 500.34). Type 
III shall be subject to the density requirements of the Comprehensive 
PlU 

Medical centers and hospitals. 
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Part 54. Section606.E.2., RSER-Rural Services District, Property Development Regulations, 
Minimum Yard Setback Requirements, is amended as follows: 

E. Property development regulations. 

2. Minimum yard setback requirements: 

Front: 25 feet 

Side (interior): 1 5 f eet 50 feet 

Side (corner):- 20 - fee t 25 feet 

Rear: 100 f ee t 50 feet. 

Part 55. Section 607.C., RE-Residential Estate District, Uses Subject to Special Permit 
Regulations, is amended to insert and delete the language below. The remainder 
of section 607.C. remains unchanged. 

C. Uses subject to special permit regulations. In the RE District, the following 
buildings, structures, and uses shall be permitted pursuant to Sec. 401.6, 
after compliance with the following special regulations: 

An aAccessory apartments for elderly -and or handicapped, (subject to 
Sec. 500.46.). 

Part 56. Section 607.D., RE-Residential Estate District, Special Exceptions Subject to 
Commission Approval, is amended to insert the language below. The remainder 
of section 607.D. remains unchanged. 

D. Special exceptions subject to commission approval. When the 
Commission determines as a fact, after the review of the application and 
plans submitted therewith, that the conditions and provisions of Chapter 
I, Sec. 102, Chapter IV, Sec.s 400, 400.1, 401, and other regulations as 
set forth and defined in the Zoning Code have been met, and when the 
proposed use or uses are consistent with good zoning practice and are 
not contrary to the policies of the Palm Beach County Comprehensive 
Plan, the following uses shall be allowed: 

Public and private utility services and accessory buildings and structures, 
including, (excluding sanitary landfills, incinerator, refuse and trash dumps) 
but not limited to the following: 

Electrical power facilities, (subject to Sec. 500.42) 

Gas and water regulation station. 

Water and wastewater treatment facilities, (subject to Sec. 500.41) 
Telephone exchange building and substation. 

Solid Waste Transfer and Recycling Station, (subject to Sec. 500.4) 

Part 57. Section 607.E.1., RE-Residential Estate District, Property Development 
Regulations, Density Standards, section 607.E.2., RE-Residential Estate District, 
Property Development Regulations, Minimum Lot Dimensions, and Section 
607.E.3., RE-Residential Estate District, Property Development Regulations, 
Minimum Yard Setback Requirements, are amended as follows: 
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E. 


Property development regulations. 


1 . 


2 . 


3. 


Density standards. 

Minimum density: Not applicable 

Maximum density without PUD: 0.4 dwelling unit/acre 

Maximum density with PUD*: 1.0 dwelling unit/acre 

* For subdivisions and PUDs, density shall be measured and 
based upon gross acreage of the proposed development. The 
Palm Beach County Comprehensive Plan Land Use Element 
allows maximum PUD level densities, under specific circumstances, 
without a special exception for a PUD. 

Minimum lot area and dimensions*. 


Area: 2.5 acres 

Width: 180 feet 

Depth: 200 feet 

Front: 180 feet 


** Thts These minimum lot -size -is-a dimensions are general 
guidelines for the development of-si ngl e l ot s of r e cord residential 
property. For PUDs, subdivisions, or properties which qualify for 
maximum PUD level density in a zoning district without a PUD 
special exception, an average lot size shall be calculated and 
based upon permitted density and the gross acreage of the 
proposed development Valid, nonconforming lots of record are 
not subject to minimum lot area and dimension requirements, but 
shall be subject to minimum yard setbacks and section 404.4 
(Nonconforming Lots). 


Minimum yard setback requirements. 


Front: 

Side (interior): 
Side (corner): 
Rear: 


50 feet 
40 feet 

€0 fe e t WII 
50 feet 


Part 58. Section 608.C., RT-Residential Transitional District, Uses Subject to Special Permit 
Regulations, is amended to insert and delete the language below. The remainder 
of section 608.C. remains unchanged. 

C. Uses subject to special permit regulations. In an RT District, the following 
buildings, structures, and uses shall be permitted pursuant to Sec. 401.6, 
after compliance with the following special regulations: 

An aAccessory apartments for elderly -and or handicapped, (subject to 
Sec. 500.46.). 
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Part 59. Section 608.D., RT-Residential Transitional District, Special Exceptions Subject to 
Commission Approval, is amended to insert the language below. The remainder 
of section 608.D. remains unchanged. 

D. Special exceptions subject to commission approval. When the 
Commission determines as a fact, after the review of the application and 
plans submitted therewith, that the conditions and provisions of Chapter 
I, Sec. 102, Chapter IV, Sec.s 400, 400.1, 401, and other regulations as 
set forth and defined in the Zoning Code have been met, and when the 
proposed use or uses are consistent with good zoning practice and are 
not contrary to the policies of the Palm Beach County Comprehensive 
Plan, the following uses shall be allowed: 

Public and private utility services and accessory buildings and structures, 
including, but not limited to the following: 

Electrical power facilities, (subject to Sec. 500.42) 

Gas and water regulation station. 

Water and wastewater treatment facilities, (subject to Sec. 500.41) 
Telephone exchange building and substation. 

Solid Waste Transfer and Recycling Station, (subject to Sec. 
500.42) 

Part 60. Section 608.E., RT-Residential Transitional District, Property Development 
Regulations, is amended as follows: 

E. Property development regulations. 

1. Density standards. 

Minimum density: 1.0 dwelling unit/acre (in 

areas designated LR2) 

Maximum density without PUD: 1.5 dwelling unit/acre (in 

areas designated LR2) 

1.0 dwelling unit/acre (in 
areas designated LR1) 

Maximum density with PUD*: 2.0 dwelling unit/acre (in 

areas designated LR2) 

1.0 dwelling unit/acre (in 
areas designated LR1) 

*For Subdivisions and PUDs, density shall be measured and 
based upon gross acreage of the proposed development. The 
Palm Beach County Comprehensive Plan Land Use Element 
allows maximum PUD level densities, under specific circumstances, 
without a special exception for a PUD. 

2. Minimum lot and area dimensions*. 

Area; po.O^ ^q ua r ef eet* 1 - 

Minimum Lot Area: 29,000 square feet 

Width: 100 feet 

Depth: 125 feet 

Frontage: 100 feet 
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* Thts-These minimum lot -stze -is—a dimensions are general 
guidelines for the development of -single l ots of r e cord residential 
property. For PUDs, subdivisions, or properties which qualify for 
maximum PUD level density in a zoning district without a PUD 
special exception, an average lot size shall be calculated and 
based upon permitted density and the gross acreage of the 
proposed development Valid, nonconforming lots of record are 
not subject to minimum lot area and dimension requirements, but 
shall be subject to minimum yard setbacks and section 404.4 
(Nonconforming Lots); 

3. Minimum yard setback requirements. 


Front: 25 feet 

Side (interior): 15 feet 

Side (corner): 25 feet 

Rear: 25 feet 


4. Maximum building heighfytot aH l oo r are a and lot coverage. 

Maximum Building Height: 35 feet 

Max i mum ^ rotaH~ l oo r Ar e a :- Not app lic ab le 

Maximum Lot Coverage: 25% of the total Lot Area 

Part 61. Section 609.C., RTS-Residential Transitional Suburban District, Uses Subject to 
Special Permit Regulations, is amended to insert and delete the language below. 
The remainder of section 609.C. remains unchanged. 

C. Uses subject to special permit regulations. In an RTS District, the following 
buildings, structures, and uses shall be permitted pursuant to Sec. 401.6, 
after compliance with the following special regulations: 

An aAccessory apartments for elderly -and or handicapped, (subject to 
Sec. 500.46.). 

Part 62. Section 609.D., RTS-Residential Transitional Suburban District, Special Exceptions 
Subject to Commission Approval, is amended to insert the language below. The 
remainder of section 609. D. remains unchanged. 

D. Special exceptions subject to commission approval. When the 
Commission determines as a fact, after the review of the application and 
plans submitted therewith, that the conditions and provisions of Chapter 
I, Sec. 102, Chapter IV, Sec.s 400, 400.1, 401, and other regulations as 
set forth and defined in the Zoning Code have been met, and when the 
proposed use or uses are consistent with good zoning practice and are 
not contrary to the policies of the Palm Beach County Comprehensive 
Plan, the following uses shall be allowed: 

Public and private utility services and accessory buildings and structures, 
including, but not limited to the following: 

Electrical power facilities, (subject to Sec. 500.42) 

Gas and water regulation station. 

Water and wastewater treatment facilities, (subject to Sec. 500.41) 
Telephone exchange building and substation. 

Solid Waste Transfer and Recycling Station, (subject to Sec. 
500.42) 
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Part 63. Section 609.E.1., RTS-Residential Transitional Suburban District, Property 
Development Regulations, Density Standards, and section 609.E.2., RTS- 
Residential Transitional Suburban District, Property Development Regulations, 
Minimum Lot Area and Dimensions, are amended as follows: 

E. Property development regulations. 

1. Density standards. 

Minimum density: 1.0 dwelling unit/acre 

Maximum density without PUD: 2.0 dwelling unit/acre 

Maximum density with PUD* 3.0 dwelling unit/acre 

* For subdivisions and PUDs, density shall be measured and 
based upon gross acreage of the proposed development. The 
Palm Beach County Comprehensive Plan Land Use Element 
allows maximum PUD level densities, under specific circumstances, 
without a special exception for a PUD. 

2. Minimum lot area and dimensions! 

Minimum lot area: 25,000 -21,800 square feet 

Width 100 feet 

Depth 125 feet 

Front 100 feet 

** flits These minimum lot -size ts-a dimensions are general 
guidelines for the development of-si ng le l o ts of r ecord residential 
property. For PUDs, subdivisions or properties which qualify for 
maximum PUD level density in a zoning district without a PUD 
special exception, an average lot size shall be calculated and 
based upon permitted density and the gross acreage of the 
proposed development. Valid, nonconforming lots of record are 
not subject to minimum lot area and dimension requirements, but 
shall be subject to minimum yard setbacks and section 404.4 
(Nonconforming Lots), 

Part 64, Section 610.C., RTU-Residential Transitional Urban District, Uses Subject to 
Special Permit Regulations, is amended to insert and delete the language below. 
The remainder of section 610.C. remains unchanged. 

C. Uses subject to special permit regulations. In an RTU District, the following 
buildings, structures, and uses shall be permitted pursuant to Sec. 401.6, 
after compliance with the following special regulations: 

An aAccessory apartments for elderly -and or handicapped, (subject to 
Sec. 500.46.). 

Part 65. Section 610.D., RTU-Residential Transitional Urban District, Special Exceptions 
Subject to Commission Approval, is amended to insert the language below. The 
remainder of section 610.D. remains unchanged. 

D. Special exceptions subject to commission approval. When the 
Commission determines as a fact, after the review of the application and 
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plans submitted therewith, that the conditions and provisions of Chapter 
I, Sec. 102, Chapter IV, Sec.s 400, 400.1, 401, and other regulations as 
set forth and defined in the Zoning Code have been met, and when the 
proposed use or uses are consistent with good zoning practice and are 
not contrary to the policies of the Palm Beach County Comprehensive 
Plan, the following uses shall be allowed: 

Public and private utility services and accessory buildings and structures, 
including, but not limited to the following: 

Electrical power facilities, (subject to Sec. 500.42) 

Gas and water regulation station. 

Water and wastewater treatment facilities, (subject to Sec. 500.41) 
Telephone exchange building and substation. 

Solid Waste Transfer and Recycling Station, (subject to Sec. 500.4) 

Part 66. Section 610.E., RTU-Residential Transitional Urban District, Property Development 
Regulations, is amended as follows: 

E. Property development regulations. 

1. Density standards: 

Minimum density: 3.0 dwelling unit/acre 

Maximum density without PUD: 4.0 dwelling unit/acre 

Maximum density with PUD*: 5.0 dwelling unit/acre 

* For subdivisions and PUDs, density shall be measured and 
based upon gross acreage of the proposed development. The 
Palm Beach County Comprehensive Plan Land Use Element 
allows maximum PUD level densities, under specific circumstances, 
without a special exception for a PUD. 

2. Minimum lot aria anB dimensions!. 

Minimum lot area: -1- 2,000 10,900 square feet** 

Width: 85 feet 

Depth: 90 feet 

Front: T- 15 - fe et 85 feet 

** TTits-These minimum lot -size is-a limeriiions are general 
guidelines for the development of si ng l e - lo ts -o f - r e co r d residential 
property. For PUDs, subdivisions or properties which qualify for 
maximum PUD level density in a zoning district without a PUD 
special exception, an average lot size shall be calculated and 
based upon permitted density and the gross acreage of the 
proposed development Valid, nonconforming lots of record are 
not subject to minimum lot area and dimension requirements, but 
shall be subject to minimum yard setbacks and section 404.4 
(Nonconforming lots). 
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3. 


Minimum Yard Setback Requirements. 


a. For Principal Structures: 

Front: 25 feet 

Side (interior): 10.5 feet 

Side (corner): 10.5 feet 

Rear 20 feet 

b. For Accessory Structures: No accessory structures shall be 
located within front or side (corner) setback, nor closer than 
ten feet (10’) from any interior side or rear property line, nor 
closer to any property line than may be specified for a 
particular structure by some other provision of this Code. 

4. Maximum building height ^ota l f l oo r area and lot coverage. 

Maximum Building Height 35 feet 

■ Max i mum Tota l Tloo r Ar e a -Not-a pp li cab le 

Maximum Lot Coverage 35% of the total lot area 

Part 67. Section 611.C., RS-Single Family Residential District, Uses Subject to Special 
Permit Regulations, is amended to insert and delete the language below. The 
remainder of section 611.C. remains unchanged. 

C. Uses subject to special permit regulations. In an RS District, the following 
buildings, structures, and uses shall be permitted pursuant to Sec. 401.6, 
after compliance with the following special regulations: 


Ah aAccessory apartments for elderly -and or handicapped, (subject to 
Sec. 500.46.). 

Part 68. Section 611.D., RS-Single Family Residential District, Special Exceptions Subject 
to Commission Approval, is amended to insert the language below. The remainder 
of section 611.D. remains unchanged. 

D. Special exceptions subject to commission approval. When the 
Commission determines as a fact, after the review of the application and 
plans submitted therewith, that the conditions and provisions of Chapter 
I, Sec. 102, Chapter IV, Sec.s 400, 400.1, 401, and other regulations as 
set forth and defined in the Zoning Code have been met, and when the 
proposed use or uses are consistent with good zoning practice and are 
not contrary to the policies of the Palm Beach County Comprehensive 
Plan, the following uses shall be allowed: 


Public and private utility services and accessory buildings (excluding 
sanitary landfill, incinerator, refuse and trash dumps) and structures, 
including, but not limited to the following: 

Electrical power facilities, (subject to Sec. 500.42) 

Gas and water regulation station. 

Water and wastewater treatment facilities, (subject to Sec. 500.41) 
Telephone exchange building and substation. 

SolicOVaste Transfer and Recycling Station, (subject to Sec. 
500.47) 
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fad.69. Section 611.E.1., RS-Single Family Residential District, Property Development 
Regulations, Density Standards, and section 611. E.2., RS-Single Family Residential 
District, Property Development Regulations, Minimum Lot Dimensions, are 
amended as follows: 


E. Property development regulations. 

1. Density standards. 

Minimum density 5.0 dwelling unit/acre 

Maximum density without PUD 6.0 dwelling unit/acre 

Maximum density with PUD* 8.0 dwelling unit/acre 

* For subdivisions and PUDs, density shall be measured and 
based upon gross acreage of the proposed development. The 
Palm Beach County Comprehensive Plan Land Use Element 
allows maximum PUD level densities, under specific circumstances, 
'without a special exception for a PUD, 

2. Minimum area arid lot dimensions* 


Minimum lot area 6500 7,300 square feet** 


Width 65 feet 

Depth 75 feet 

Front 65 feet 


** Thts-These minimum lot -sire -is-a dimensions are general 
guidelines for the development of singl e l ots of re cord residential 
property. For PUDs, subdivisions or properties which qualify for 
maximum PUD level density in a zoning district without a PUD 
special exception, an average lot size shall be calculated and 
based upon permitted density and the gross acreage of the 
proposed development. Valid, nonconforming lots of record are 
not subject to minimum lot area and dimension requirements, but 
shall be subject to minimum yard setbacks and section 404.4 
{Nonconforming Lots}; 


Part 70. Section 612.C., RM-Multiple Family Residential (Medium Density) District, Uses 
Subject to Special Permit Regulations, is amended to insert and delete the 
language below. The remainder of section 612.C. remains unchanged. 


C. Uses subject to special permit regulations. In an RM District, the following 
buildings, structures, and uses shall be permitted pursuant to Sec. 401.6, 
after compliance with the following special regulations: 

An aAccessory apartments for elderly -and or handicapped, (subject to 
Sec. 500.46.). 

Part 71. Section 612.D., RM-Multiple Family Residential (Medium Density) District, D.Special 
exceptions subject to commission approval. When the Commission determines 
as a fact, after the review of the application and plans submitted therewith, that 
the conditions and provisions of Chapter I, Sec. 102, Chapter IV, Sec.s 400, 
400.1, 401, and other regulations as set forth and defined in the Zoning Code 
have been met, and when the proposed use or uses are consistent with good 
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zoning practice and are not contrary to the policies of the Palm Beach County 
Comprehensive Plan, the following uses shall be allowed: 


Public and private utility services and accessory buildings and structures, 
including, but not limited to the following: 

Electric power facilities, (subject to Sec. 500.42) 

Gas and water regulation station. 

Water and wastewater treatment facilities, (subject to Sec. 500.41) 
Telephone exchange building and substation. 

Storage tank, reservoir, treatment plant. 

Solid Waste Transfer and Recycling Station, (subject to Sec. 500.42) 

Part 72. Section 612.E.1., RM-Multiple Family Residential (Medium Density) District, 
Property Development Regulations, Density Standards, section 612.E.2., RM- 
Multiple Family Residential (Medium Density) District, Property Development 
Regulations, Minimum Lot Dimensions, and section 612.E.3., RM-Multiple Family 
Residential (Medium Density) District, Property Development Regulations, 
Minimum Building Setbacks by Height, are amended as follows: 

E. Property development regulations. 


1. Density standards. 
Minimum density 


5.0 dwelling unit/acre 


Maximum density without PUD 6.0 dwelling unit/acre 
Maximum density with PUD* 12.0 dwelling unit/acre 


* For subdivisions and PUDs, density shall be measured and 
based upon gross acreage of the proposed development. The 
Palm Beach County Comprehensive Plan Land Use Element 
allows maximum PUD level densities, under specific circumstances, 
without a special exception for a PUD. 

2. Minimum lot irlallll dimensions!. 


Single Family Multrf Family 

Dwelling Dwelling 


Frontage 

Depth 

Width (interior) 
Width (corner) 


60 feet 
100 feet 
60 feet 
70 feet 


75 feet 
100 feet 
75 feet 
85 feet 


Exception: The yard setbacks for a single family dwelling shall 
comply with the "Property Development Regulations" established 
for the RS District. 


Minimum lot area* for: 


Single family residence 

Duplex 

Three units 

Each additional unit 

over three units 


6,000 7,300 square feet 


- I 67 OO 9 14,500 square feet 


- 24;00Q 21,800 square feet 


0,000 7,300 square feet 


Highlighted language (e.gjtfi) Indicates proposed new language. 
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3 . 


* These minimum lot dimensions are general guidelines for the 
development of residential properties. For PUDs, subdivisions or 
properties which qualify for maximum PUD level density in a zoning 
district without a PUD special exception, an average lot size shall 
be calculated and based upon permitted density and the gross 
acreage of the proposed development. Valid, nonconforming lots 
of record are not subject to minimum lot area and dimension 
requirements, but shall be subject to i 
section 404.4 (Nonconforming Lots). 


Minimum building setbacks by height. The following shall be the 
minimum building setbacks for all structures permitted and 
described in this District. These setbacks shall not be interpreted 
as stepped setbacks for a building more than thirty-five feet (35’). 
The minimum setback for the highest story shall apply to the entire 
building. The distances stated below apply both to the proximity 
of one building to another as well as to the property line: 

Setbacks/yards by building height 


Building Height (feet) 



35 

60 

85 

100 

Front 

25 

30 

40 

60 

Side (interior) 

15 

25 

35 

40 

Side (corner) 

25 

25 

35 

40 

Rear 

12 

25 

35 

40 


In addition to the setbacks above, three (3) additional feet of 
setback shall be required for each twelve feet (12’) above one 
hundred feet (100’). 


The maximum building height of all multiple family structures 
permitted and described in this District shall be one hundred feet 
(100’). Any proposed structure having a height above one 
hundred feet (100’) shall be a Special Exception under the Zoning 
Code and, therefore, shall comply with Sec. 401.2. 


Part 73, Section 613.C., RH-Multiple Family Residential (High Density) District, Uses 
Subject to Special Permit Regulations, is amended to insert and delete the 
language below. The remainder of section 613.C. remains unchanged. 


C. Uses subject to special permit regulations. In an RH District, the following 
buildings, structures, and uses shall be permitted pursuant to Sec. 401.6, 
after compliance with the following special regulations: 

An ^Accessory apartments for elderly -and or handicapped, (subject to 
Sec. 500.46.). 


Part 74. Section 613.D., RH-Multiple Family Residential (High Density) District, Special 
Exceptions Subject to Commission Approval, is amended to insert the language 
below. The remainder of section 607.D. remains unchanged. 

D. Special exceptions subject to commission approval. When the 
Commission determines as a fact, after the review of the application and 
plans submitted therewith, that the conditions and provisions of Chapter 
I, Sec. 102, Chapter IV, Sec.s 400, 400.1, 401, and other regulations as 
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set forth and defined in the Zoning Code have been met, and when the 
proposed use or uses are consistent with good zoning practice and are 
not contrary to the policies of the Palm Beach County Comprehensive 
Plan, the following uses shall be allowed: 

Public and private utility services and accessory buildings and structures, 
including, but not limited to the following: 

Electrical power facilities, (subject to Sec. 500.42) 

Gas and water regulation station. 

Water and wastewater treatment facilities, (subject to Sec. 500.41) 
Telephone exchange building and substation. 

Solid Waste Transfer and Recycling Station, (subject to Sec. 
500.42) 

Part 75. Section 613.E.1., RH-Multiple Family Residential (High Density) District, Property 
Development Regulations, Density Standards and section 613.E.2., RH-Multiple 
Family Residential (High Density) District, Property Development Regulations, 
Minimum Lot Dimensions, are amended as follows: 

E. Property development regulations. 

1. Density standards. 

Minimum density 5.0 dwelling unit/acre 

Maximum density without PUD 6.0 dwelling unit/acre 
Maximum density with PUD* 18.0 dwelling unit/acre 

* For subdivisions and PUDs, density shall be measured and based 
upon gross acreage of the proposed development. The Palm Beach 
County Comprehensive Plan Land Use Element allows maximum 
PUD level densities, under specific circumstances, without a special 
exception for a PUD, 


2. Minimum lot area for:* 1 * 

Single Family 67666 7,300 square feet 

Duplex ^ 6 7 666 14,500 square feet 

Three units - 24,000 21,800 square feet 

Each additional unit 

over three units 67666 i| 80 D square feet 

* These minimum lot siz es ^dimensions are general guidelines for 
the development of sing l e-tot s o f re c or d residential properties. For 
PUDs, subdivisions or properties which qualify for maximum PUD 
level density in a zoning district without a PUD special exception, 
an average lot size shall be calculated and based upon permitted 
density and the gross acreage of the proposed development. Valid, 
nonconforming lots of record are not subject to minimum lot area 
and dimension requirements, but shall be subject to minimum yard 
setbacks and section 404.4 (Nonconforming Lots). 

Part 76. Section 614.C., CN-Neighborhood Commercial District, Special Exceptions Subject 
to Commission Approval, is amended to insert and delete the language shown 
below. The remainder of section 614.C. remains the same. 
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C. Special exceptions subject to Commission approval. When the Commission 

determines as a fact, after the review of the application and plans submitted 
therewith, that the conditions and provisions of Chapter I, Sec. 102, 
Chapter IV, Sections 400,400.1,401, and other regulations as set forth and 
defined in the Zoning Code have been met, and when the proposed use 
or uses are consistent with good zoning practice and are not contrary to 
the policies of the Palm Beach County Comprehensive Plan, the following 
uses may be allowed as special exceptions: 

Congregate living facilities, type III (subject to the provisions of sec. 500.37) 
(not subject to sec. 614.D.4, Maximum Floor Area for Permitted and Special 
Exception Uses). 

Day care centers pre-school facilities and child care facilities (subject to 
sec. 500.12) (not subject to sec. 614.D.4, Maximum Floor Area for 
Permitted and Special Exception Uses). 

Public and private utility services and accessory buildings and structures, 
including, but not limited to the following: 

Electrical power facilities, (subject to Sec. 500.42) 

Gas and water regulation station. 

Water and wastewater treatment facilities, (subject to Sec. 500.41) 
Telephone exchange building and substation. 

Transf er station, (subj e c t to Sec. 500.42 ) 

Part 77. Section 614.D., Neighborhood Commercial District, Property Development 
Regulations, is amended as follows: 


D. 


Property development regulations. 


1. Lot area and dimensions. 


Minimum area 
Maximum area 
Minimum width 
Minimum depth 
Minimum frontage 
Maximum frontage 


one (1) acre! 
three (3) acres 
100 feet 
100 feet 
100 feet 
130 feet 


* Under an executed Unity of Control agreement, a Planned 
Neighborhood Commercial Development (PNCD) may meet 
minimum lot area and dimension requirements based upon the 
gross area of the development. Provided the Unity of Control 
remains effective, the individual lots within this type of PNCD are 
exempt from minimum lot area and dimension requirements. Valid 
nonconforming lots are also exempt from these requirements and 
are subject to section 404.4 (Nonconforming Lots). 


2. Minimum yard setback requirements. 


Front 30 feet 

Side (interior) 30 feet 

Side (corner) 30 feet 

Rear 30 feet 
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3. Maximum building height , tota l floo r ar e a . 

Maximum building height 35 feet 

Maximum Tota l Hoof Ar e a 35% of the total l ot ar e a 

4: Maximum floor area for each permitted and special exception uses: 

is 1500 square feet, except where otherwise provided. Maximum 
total floor area for the entire lot is thirty-five percent (35%). 

Part 78. Section 614.E., CN-Neighborhood Commercial District, Special Regulations, is 
amended insert and delete the following language in subsection 13. The remainder 
of section 614.E. remains unchanged. 

E. Special regulations. 

13. Signs, subject to Sec. 24-1 through 24-123, except that no sign 
other than one on-site ground sign shall be allowed for each -use 
lot if a permitted use, or one on-site ground sign per unified 
development if a special exception use. - and such The sign face shall 
not exceed one-half (1 /2) square foot in area for every one (1) linear 
foot of lot frontage. 

Part 79. Section 615.B., CC-Community Commercial District, Permitted Uses, is amended 
to add and delete the following permitted uses: 

B. Permitted uses. In a CC-Community Commercial District, no building, 
structure, or land and water use shall be permitted except for one or more 
of the following uses, for which the total combined floor area shall not be 
greater than 30,000 square feet: 

Financial institutions occupying less than 10,000 square feet of total floor 
area, with no more than two (2) drive up teller units, 

One stand for the sale of agricultural products, not necessarily grown.on 
site, or one stand for. mobile sales (subject 

Restaurants and lounge s . 

Part 80. Section 615.D., CC-Community Commercial District, Special Exceptions Subject to 
Commission Approval, is amended to insert the language and uses shown below 
in the appropriate alphabetical order. The remainder of section 615.D. remains 
unchanged. 

D. Special exceptions subject to Commission approval. When the Commission 

determines as a fact, after the review of the application and plans submitted 
therewith, that the conditions and provisions of Chapter I, Sec. 102, 
Chapter IV, Sections 400,400.1,401, and other regulations as set forth and 
defined in the Zoning Code have been met, and when the proposed use 
or uses are consistent with good zoning practice and are not contrary to 
the policies of the Palm Beach County Comprehensive Plan, the following 
uses may be allowed as special exceptions: 

Eolngei 

Financial institution occupying 10,000 square feet w-less piill of total 
floor areaj with no mo re than four (4) moflliilnliyi!'^ drive-up teller 
units. 
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Planned general commercial development. 

Public and private utility services and accessory buildings and structures, 
including, but not limited to the following: 

Electrical power facilities, (subject to Sec. 500.42) 

Gas and water regulation station. 

Water and wastewater treatment facilities, (subject to Sec. 500.41) 
Telephone exchange building and substation. 

Solid Waste Transfer and Recycling Station, (subject to Sec. 500.42) 

Part 81. Section 615.E.1., CC-Community Commercial District, Property Development 
Regulations, Lot Area Dimensions, and section 615.E.2.., CC-Community 
Commercial District, Property Development Regulations, Minimum Yard Setback 
Requirements, are amended as follows: 


E. 


Property development regulations. 


1. Lot area and dimensions. 


Minimum area 
Maximum area 
Width 
Depth 
Frontage 

Maximum - F r on tage 


one (1) acre * 

20 acres 
100 feet 

150T eet 200 feet 
100 feet 
200£ Heet 


* Under an executed Unity of Control agreement, a Planned General 
Commercial Development (PGCD) may meet minimum lot area and 
dimension requirements based upon the gross area of the 
development. Provided the Unity of Control remains effective, the 
individual lots within this type of PGCD are exempt from minimum 
lot area and dimension requirements. Valid nonconforming lots are 
also exempt from these requirements and are subject to section 
404.4 (Nonconforming Lots); 


2. Minimum yard setback requirements. 


Front 30 feet 

Side (interior) 30 feet 

Side (corner) 30 feet 

Rear 30 feet 


Part 82. Section 615.F., CC-Community Commercial District, Special Regulations, is 
amended to amend subsection 2 as shown below. The remainder of section 615.F. 
remains unchanged. 

F. Special regulations. 

2. Operating Hours. No commercial use shall commence business 
activities outdoors (including delivery and stock i ng op er a tions) prior 
to 6:00 A.M. nor continue outdoor activities later than 11:00 P.M. 
except as otherwise provided in this Code, the Board of County 
Commissioners may set hours of operation based on compatibility 
of the proposed use and adjacent usal! 
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.Pgrt 83.Section 616.B., CG-General Commercial District, Permitted Uses, is amended to 
delete and insert the following permitted uses. The remainder of section 616. B. 
remains unchanged. 

B. Permitted uses. In a CG-General Commercial District, no building, structure, 
or land and water use shall be permitted except for one (1) or more of the 
following uses: 

■ Nurs e r ies and - gr ee nhouses, whol e sal e . 

One stand for the sale of agricultural products, not necessarily grown on 
site, one stand for mobile sales, or one structure for temporary sales 
(subject to section 500.45). 

Restaurant an eH o u ng e. 

Part 84. Section 616.C., CG-General Commercial District, Uses Subject to Special Permit 
Regulations, is amended to insert the following use in the appropriate alphabetical 
order: 

C. Uses subject to special permit regulations. In an CG District, the following 
buildings, structures, and uses shall be permitted pursuant to Sec. 401.6, 
after compliance with the following special regulations: 

Lounges, which are located more than two hundred fifty (250) feet from a 
residentiaily designated property line. 

Part 85. Section 616.D., CG-General Commercial District, Special Exception Subject to 
Commission Approval, is amended to insert and delete the language below. The 
remainder of section 616. D. remains unchanged. 

D. Special Exception subject to commission approval. When the Commission 
determines as a fact, after the review of the application and plans submitted 
therewith that the conditions and provisions of Chapter I, Sec. 102, Chapter 
IV, Sections 400, 400.1, 401 and other regulations as set forth and defined 
in this Code have been met, and when the proposed use or uses are 
consistent with good zoning practice and are not contrary to the policies 
of the Comprehensive Land Use Plan of Palm Beach County, the following 
uses shall be permitted within a planned general commercial development: 

Lounges which are lessthan two hundred fifty (250) feet from a residentiafly 
designated property line. 

Public and private utility services and accessory buildings and structures, 
including, but not limited to the following: 

Electrical power facilities, (subject to Sec. 500.42) 

Gas and water regulation station. 

Water and wastewater treatment facilities, (subject to Sec. 500.41) 
Telephone exchange building and substation. 

Solid Waste Station, (subject to Sec. 500.47) 

Theaters, movies, or playhouses. 

Part 86. Section 616.E.1., CG-General Commercial District, Property Development 
Regulations, Lot Area and Dimensions, and section 616.E.2., CG-Genera! 
Commercial District, Property Development Regulations, Minimum Yard Setback 
Requirements, are amended as follows: 
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E. 


Property development regulations. 


1. Lot area and dimensions. 

Minimum Area one (1) acre * 

Maximum Ar e a - Un li m i t e d 

Width 100 feet 

Depth 200 feet 

Frontage 100 feet 

* Under an executed Unity of Control agreement, a Planned General 
Commercial Development (PGCD) may meet minimum lot area and 
dimension requirements based upon the gross area of the 
development. Provided the Unity of Control remains effective, the 
individual lots within this type of PGCD are exempt from minimum 
lot area and dimension requirements. Valid nonconforming lots are 
also exempt from these requirements and are subject to section 
404.4 (Nonconforming Lots). 

2. Minimum yard setback requirements. 


Front 50 feet 

Side (interior) 15 feet 

Side (corner) 25 feet 

Rear 20 feet 


Part 87. Section 616.F., CG-General Commercial District, Special Regulations, is amended 
to amend the section title as shown below. The remainder of subsection 616.F. 
remains unchanged. 

F. Special regulations. I f the comm e rcial us e abut s any re sident i a l di s t ric t, t h e 
sp e cial r e gu l a ti ons enum er ated -i n S e c. 614 - C - 2 - ^h r ough 614 E.4 for 
CN - N e ighborhood Commercial D i stric t sha lf app l y - . In addition to the above 
requirements, the following special regulations shall apply: 

Part 88. Section 617.B., CSH-Specialized Commercial High District, Permitted Uses, is 
amended to insert and delete the following language. The remainder of section 
617.B. remains unchanged. 

B. Permitted uses. In a CSH-Specialized Commercial High District, no building, 
structure or land and water use shall be permitted except for one or more 
of the following uses: 

Financial institution occupying less than 10,000 square feet -©Hess of total 
floor area with no more than four two (2) drive-up teller units, (subject to 
Sec. 500.17-rt.) 

Part 89. Section 617.C., CSH-Specialized Commercial High District, Special Exceptions 
Subject to Commission Approval, is amended to insert and delete the following 
language. The remainder of section 617.C. remains unchanged. 

C. Special exceptions subject to commission approval. When the Commission 
determines as a fact after the review of the application and plans submitted 
therewith, that the conditions and provisions of Chapter I, Sec. 102, 
Chapter IV, Sections 400,400.1,401, and oilier regulations as set forth and 
defined in this Code have been met, and when the proposed use or uses 
are consistent with good zoning practice and are not contrary to the 
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policies of the Palm Beach County Comprehensive Plan of Palm Beach 
County, the following uses shall be permitted as special exceptions: 


Day care centers, pre-school facilities and child care facilities (subject to 
section 500.12). 

Financial institution occupying 10,000 square feet or more of total floor area 
with more than few two (2) drive-up teller units, (subject to Sec. 500.17) 

Public and private utility services and accessory buildings and structures, 
including, but not limited to the following: 

Electrical power facilities, (subject to Sec. 500.42). 

Gas and water regulation station. 

Water and wastewater treatment facility, (subject to Sec. 500.41) 
Telephone exchange building and substation. 

Solid Waste Transferffi Recycling Station, (subject to Sec. 500.42) 

Part 90. Section 617.D., CSH-Specialized Commercial High District, Property Development 
Regulations, is amended as follows: 


D. 


Property development regulations. 


1. Lot area and dimensions. 


Minimum Area 
Width 
Depth 
Frontage 


One (1) acre * 
100 feet 
200 feet 
100 feet 


* Under an executed Unity of Control agreement, a Planned Office 
Business Park (POBP) may meet minimum lot area and dimension 
requirements based upon the gross area of the development. 
Provided the Unity of Control remains effective, the individual lots 
within this type of POBP are exempt from minimum lot area and 
dimension requirements. Valid nonconforming lots are also exempt 
from these requirements and are subject to section 404,4 
(Nonconforming Lots); 


2. Minimum yard setback requirements for buildings 35 feet in height 
or less. 


Front 40 feet 

Side (interior) 15 feet 

Side (corner) 25 feet 

Rear 20 feet 


3. Maximum total floor area and building height. 

Maximum Total Floor Area: 35% of the total lot area 
Building height: 35 feet 


Exception: AfreCommercial developments r equiring a heig ht greater 
than thirty-five feet (35’) In fielgHt but less than sixp €6 feet (60’) 
Inleight shall b e p er m i tt e d p r ov i d e d meet the minimum setbacks 
of S e c. G17.D.2. a r e me t-i n this section and an additional fe-a three 
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foot (3’) setback for all yards for each ten feet (10’) above thirty-five 
feet (35’). 


Part 91. Section 618.C., LO-Limited Office District, Special Exceptions Subject to 
Commission Approval, is amended to insert the language below. The remainder 
of section 618. D. remains unchanged. 

D. Special exceptions subject to commission approval. When the Commission 
determines as a fact, after the review of the application and plans submitted 
therewith, that the conditions and provisions of Chapter I, Sec. 102, 
Chapter IV, Sec.s 400, 400.1, 401, and other regulations as set forth and 
defined in the Zoning Code have been met, and when the proposed use 
or uses are consistent with good zoning practice and are not contrary to 
the policies of the Palm Beach County Comprehensive Plan, the following 
uses shall be allowed: 

Public and private utility services and accessory buildings and structures, 
including, but not limited to the following: 

Electrical power facilities, (subject to Sec. 500.42) 

Gas and water regulation station 

Water and wastewater treatment facility, (subject to Sec. 500.41) 

Telephone exchange building and substation 

Solid Waste Transfer and Recycling Station, (subject to Sec. 500.42) 

Part 92. Section 618.D.1., LO-Limited Office District, Property Development Regulations, Lot 
Area and Dimensions, and section 618.D.2., LO-Limited Office District, Property 
Development Regulations, Minimum Yard Setback Requirements, are amended as 
follows: 


D. Property development regulations. 


1 . 


2 . 


Lot area and dimensions. 


Minimum Area 
Maximum Area 
Width 
Depth 
Frontage 


One (1) acre 1 
5 - a cres Id acres 
100 feet 
200 feet 
100 feet 


* Under an executed Unity of Control agreement, a Planned Office 
Business Park (POBP) may meet minimum lot area and dimension 
requirements based upon the gross area of the development. 
Provided the Unity of Control remains effective, the Individual lots 
within this type of POBP are exempt from minimum lot area and 
dimension requirements. Valid nonconforming lots are also exempt 
from these requirements and are subject to section 404.4 
(Nonconforming Lots), 


Minimum yard setback requirements. 


Front 40 feet 

Side (interior) 15 feet 

Side (corner) 25 feet 

Rear 20 feet 


Part 93. Section 619.D., CRE-Commercial Recreation District, Special Exceptions Subject 
to Board of County Commission Approval, is amended to insert the following uses 
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in appropriate alphabetical order and delete the following language. The remainder 
of section 619.D. remains unchanged. 


D. Special exceptions subject to -Bo a r d -of -County Commission approval. 
When the Commission determines as a fact, after the review of the 
application and plans submitted therewith, that the conditions and 
provisions of Chapter 1, Sec. 102, Chapter IV, Sections 400, 400.1, 401, 
and other regulations as set forth and defined in this Code have been met, 
and when the proposed use or uses are consistent with good zoning 
practice and are not contrary to the policies of the Palm Beach County 
Comprehensive Plan, the following uses shall be allowed as special 
exception uses: 

Hunting and gun clubs (may be allowed in RR 10). 

Public and private utility services and accessory buildings and structures, 
including, but not limited to the following: 

Electrical power facilities, (subject to Sec. 500.42). 

Gas and water regulation station 
Incinerator (subject to Sec. 500.5) 

R e fus e and t rash dump s 

Sanitary landfill (subject to Sec. 500.5) 

Water and wastewater treatment facility (subject to Sec. 500.41) 

Telephone exchange building and substation 

Solid Waste Transfer and Recycling Station, (subject to Sec. 500.42) 

Recreational facilities and clubs, amusements and attractions, public and 
private. , hunting and gun c l ubs (may b e al l ow e d -i n - RfHfl) - . 


Part 94. Section 619.E., CRE-Commercial Recreation District, Property Development 
Regulations, is amended as follows: 

E. Property development regulations. 

1. Minimum lot area and dimensions. 


2 . 


Area 3 acres 

Width GOOf e e t 200 feet 

Depth 300 feet 

Frontage GOOf eet 200 feet 


Minimum yard setback requirements. 


Front 

Side (interior) 
Side (corner) 
Rear 


100 f eet 80 feet 
50 feet 
80 feet 

400-feet 50 feet 


3. Maximum building height, total floor area and lot coverage. 

Maximum Building Height, not including towers, antennae, or other 
structures: 35 feet 

Maximum Total Floor Area: 25% W% of lot area 
Maximum Lot Coverage! 50% 25% of the total lot area 
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Part 95. Section 620.B., IL-Light Industrial District, Permitted Uses, is amended to add the 
following language. The remainder of section 620.B. remains unchanged. 

B. Permitted uses. In an IL-Light Industrial District, no building, structure, or 
land and water use shall be permitted except for one (1) or more of the 
following uses. 


Light industrial uses, non-high risk or hazardous, including those uses 
whose primary purpose is the assembly, fabrication, or processing of 
goods and materials into other finished products, including processing, 
fabrication, assembly, treatment, and packaging of such products, and 
incidental storage, sales, and distribution of such products, including, but 
not necessarily limited to the following: 

Contractor’s equipment and supply storage yard 

Part 96. Section 620.C. (IL-Light Industrial District, Uses Subject to Special Permit 
Regulations) is amended to add the following use in the appropriate alphabetical 
order. The remainder of section 620.C. remains unchanged. 

C. Uses subject to special permit regulations. In an IL District, the following 
buildings, structures, and uses shall be permitted pursuant to Sec. 401.6, 
after compliance with the following special regulations. 

Security Quarters (subject to section 500.39) 

Part 97, Section 620.D. (IL-Light Industrial District, Special Exceptions Subject to 
Commission Approval) is amended to insert and delete the following language. The 
remainder of section 620. D. remains unchanged. 


D. 


Special exceptions subject to commission approval. When the Commission 
determines as a fact, after the review of the application and plans submitted 
therewith, that the conditions and provisions of Chapter 1, Sec. 102, 
Chapter IV, Sections 400,400.1,401, and other regulations as set forth and 
defined in this Code have been met, and when the proposed use or uses 
are consistent with good zoning practice and are not contrary to the 
policies of the Palm Beach County Comprehensive Plan, the following uses 
shall be permitted: 


Auto service station (with or without major repairs)-, and accessory car 


Public and private utility services and accessory buildings and structures 
including but not limited to the following: 

Electrical Power Facilities, (subject to sec. 500.42) 

Gas and Water Regulation Station. 

Incinerator, (subject to sec. 500.5) 

Re fus e and-Ga fbage Solid Waste Transfer and Recycling Station, 
(subject to sec. 500.4) 

Sanitary Land Fill, (subject to sec. 500.5) 

Water and wastewater Treatment Facility, (subject to sec. 500.41) 
Telephone Exchange Building 

Part 98. Section 620.E.1., IL-Light Industrial District, Property Development Regulations, Lot 
Area and Dimensions, and section 620.E.2., IL-Light Industrial District, Property 
Development Regulations, Minimum Yard Setback Requirements, are amended as 
follows: 
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E. Property development regulations. 

1. Lot area and dimensions. 

Minimum Area One (1) acre 

■ Max i mum - A re a - Un l imit e d 

Depth 200 feet 

Width 100 feet 

Frontage 100 feet 

2. Minimum yard setback requirements. 

Front 40 feet 

Side (interior) 15 feet 

Side (corner) 25 feet 

Rear 20 feet 

Part 99. Section 621.D., IG-General Industrial District, Special Exceptions Subject to 
Commission Approval, is amended to insert and delete the following language. The 
remainder of section 621.D. remains unchanged. 

D. Special exceptions subject to commission approval. When the Commission 
determines as a fact, after the review of the application and plans submitted 
therewith, that the conditions and provisions of Chapter 1, Sec. 102, 
Chapter IV, Sections 400,400.1,401, and other regulations as set forth and 
defined in this Code have been met, and when the proposed use or uses 
are consistent with good zoning practice and are not contrary to the 
policies of the Palm Beach County Comprehensive Plan, the following uses 
shall be permitted: 

Auto service station (with or without m e chanica l ffiafor repairs): Incl 

accessory truck and car wash): 

Public and private utility services and accessory buildings and structures 
including but not limited to the following: 

Telephone Exchange Building and Work Center 
Gas and Water Regulation Station 

Electrical Power Facilities (Subject to sec, S00l|||. v . ww 

Water and Wastewater Treatment Facility (subject to sec. 500.41) 
S e wage Pumping Stat ion 
Incinerator (subject to Sec. 500.5) 

Sanitary Land Fill (subject to Sec. 500.5) 

S e wag e- treatm e nt plan t : 

Refus e and G ar bage Solid Waste Transfer and Recycling Station 
(subject to Sec. 500.4) 

R e fus e and Ga r bage Dumps (s ee subj e ct to S e c. 5 00.5) 

Wat e r tow e r, storage tan k , -re s e rvoi r- , tr eatm e nt p l a nt : 

Part 100. Section 621. E. 1., IG-General Industrial District, Property Development Regulations, 
Lot Area and Dimensions, is amended as follows: 

E. Property development regulations. 

1. Lot area and dimensions. 
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Minimum Area 
■ Max i mum Ar e a 
Depth 
Width 
Frontage 


Two (2) acres 


■ Un li m i t ed 
200 feet 
200 feet 
200 feet 


Part 101. Section 623, PC-Preservation Conservation District, is amended as follows: 

A. Purpose and intent. The purpose and intent of this district is to establish 
and protect certain areas which are composed of the habitats of 
endangered species of wildlife, fish, or flora, or which are important habitats 
for the production of fish and wildlife, or which are sites of historical or 
archaeological significance. The PC District corresponds to the 
Conservation land use designation in the Land Use Element of the Palm 
Beach County Comprehensive Plan. Publicly owned land shad be subject 
to the regulations of the appropriate governmental agency. 

B. Permitted uses. In a PC-Preservation/Conservation District, no building, 
structure or land and water use shall be permitted except for one (1) or 
more of the following uses: 

Nature and foot trails. 

Canoe trails. 

Boat i ng l i mit e d to moto rs- of le s s- than t e n (lO) - hor sep ow ef- . 

Wildlife management performed by the Official Game, -and Fish and Wildlife 
Commission. 

Public Hunting and fishing camps and the use of boats, airboats, and 
wheeled and tracked vehicle! under policies and regulations prescribed by 
the - Gam e, -and -Fish, Comm i ss i o n. 

Hunting and fishing camps on private property. 

Exploration, observation, and e xc a va t io nIrchaeological studies supervised 
by recognized authorities or persons granted permission to proceed by the 
State of Florida. 

Publicly operated passive parks and recreational areas. 

Residences for preservation management officers. 

C. Special exceptions subject to commission approval. When the Commission 
determines as a fact, after the review of the application and plans submitted 
therewith, that the conditions and provisions of Chapter I, section 102, 
Chapter IV, sections 400,400.1,401, and other regulations as set forth and 
defined in this Code have been met, and when the proposed use or uses 
are consistent with good zoning practice and are not contrary to the 
policies of the Comprehensive Land Use Plan of Palm Beach County, are 
not detrimental to the health, safety and general welfare of the community, 
the following uses shall be permitted: 



I lunting and fish i ng cam ps: 
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D. Prohibited uses. 


1. Any use which has an adverse impact upon the habitat or 
archaeological site causing the deterioration of the habitat or 
physically altering an archaeologically significant environment is 
prohibited. 

2. Intense activity levels of the uses permitted herein without due 
consideration of the compatibility of the activity with the natural 
resource is also prohibited. 

3. Any alteration of the soils, vegetation, or water levels beyond the 
minimum required to accommodate the uses permitted is prohibited. 

•Furth er , wheel e d v e hic l es, tracked v e h i c le s, and airboats ar e 

p r oh i bit e d; 

E. Property Development Regulations. 

1. Minimum Lot Area: 10 acres 

2. Minimum Yard Setback Requirements. Setbacks shall be no less 
than fifty (50) feet from all property lines. 

Part 102. Section 624.B., PO-Public Ownership District, Permitted Uses, is amended to 
insert and delete the language below. The remainder of section 624. B. remains 
unchanged. 

B. Permitted uses. In a PO-Public Ownership District, no building, structure 
or land and water use shall be permitted except for one (1) or more of the 
following uses: 

Public and private utility services and accessory buildings and structures, 
including, but not limited to the following: 

Electrical power facilities (subject to: sec. 500.42) 

Gas and water regulation station 
Incinerator (subject to Sec. 500.5) 

R e fuse and garbag e Solid Waste Transfer and Recycling Station 
(subject to Sec. 500.4) 

R efuse and t ra s h- dumps (s u b j ect to - S e c. 500.5) 

Sanitary land fill (subject to Sec. 500.5) 

Water and wastewater treatment facility (subject to sec. 500.41) 
Telephone exchange building and substation 

Part 103. Section 625. B, CR-Conservation Restricted Use District, Permitted Uses, section 
625.C., CR-Conservation Restricted Use District, Uses Subject to Special Permit 
Regulations, section 625.D., CR-Conservation Restricted Use District, Property 
Development Regulations, and section 625.E., CR-Conservation Restricted Use 
District, Special Regulations, are amended, deleted, and renumbered, as shown 
below. Section 625.F., CR-Conservation Restricted Use District, Special 
Restrictions, is renumbered to section 625. E. 

B. Permitted uses. In a CR-Conservation Restricted Use District no building, 
structure or land and water use shall be permitted except for one (1) or 
more of the followino: 

Bicycle trails. 
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Boating ti m i te d-t o - moto rs o f less than t e n (10) ho r s e pow er . 
Canoe trails. 


Exploration, observation and archaeological studies supervised by 
recognized authorities. 

Horseback riding. 

Hunting and fishing camps. 

Hunting and fishing under policies and regulations prescribed by official 
game, fish, and wildlife commissions. 

Nature and foot trails. 

Publicly operated parks and recreation areas. 

Wildlife management performed by official games, fish and wildlife 
commissions. 

-6:- Uses subj e ctt er s peetafp e r m it re g ulatio n s . In a CR-G o n serv at i on R e strict e d 

- Us e- D is tr i cHh e fo l low i ng bu il d i ngs, structures and l and and w a t er- u ses 

s ha ll b e- p e rm i tt e d - aft ers ubmiss i on of a s i t e dev e lopm e nt p l an and appf ov al 
- by -t he p l anning d i v i s i on (of th e D e partm e nt) - prior to a pp li cation fo r bu il din g 
p e rm i ts and certificates of occupancy. Th e- sit e d e v el opment p l an - show i ng 
th e proposed l ayout -s ha ll cont ai n t h e ^o l low i n gt 

-h-P ropos ed-s etbacks : Tront, s ide, r e ar and si de -s tr eet 

2r. - Existing vegetation sk e tch 

3: - Exist i ng and propos e d w at e r- a reas 

■4:- Ex i st i ng - and propos e d accessory bui l d i ng s- and - st r uetu r e s 

•5:- E xistin g - and propos e d f e nces, l andscap i ng,-d ri v e ways, and pa r kin g 

■areas 


-BH Property development regulations. 

1. Minimum Lot Area and D i m e n s ion s: ,10 acres 

Area 5 ac res 

Width- 000 -fe e t 

D e pth - 300 fe et 

■ F r on t ag e- 300 - f eet 

2. Minimum Yard Setback Requirements. Setbacks shall be no less 
than fifty (50) feet from all property lines. 

•Front- 100 - fe et 

S tde- f t frt erior)-S O ^ fe et 

■ S i d e~( eorn erj-- 00 fe et 

-Rear- 100 fe et 

•a- Max i mum Build i ng H e ight, Total T l oo r Ar e a, and Lo t Cove r ag e- . 

Max i mum buildin g height ; 35 f eet 

Maximum to t a l floor ar e a : 15% of th e tota l lot ar ea 

- M axi mum - lot coverag e:-1- 0 %- of the - tota l lot ar ea 
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+■ - Sp e c i a l- S et b ac k fr o m P C - Pr e sen/a ti on/Cons er vat i on D i stri ct . N o 

st r uc t u re- w it h in-t he C R- Conse r vat i on Re s tri ct ed- Us e Distric t sha ll 

-be— cl o ser—than —one— htmdred—feet—(tee 1 )—form —any 

P C - Pr eser va tio n/Cons er vat i on D i strict bounda r y- li n e s. 

-ED, Special regulations. 

1. Access, (subject to Sec. 500.20) 

E- Off str ee t pa r k ing- , (subjec t t o Sec. 500.17) 

6:- O f f stre e t l oad i n g . - (subjec t to S e c. 500.1 9 ) 

■A-. - Park i ng, sto r ing, k ee ping of comm e rcia l and recre at i ona l veh i c l es. 

(subj e ct to Sec. 500.10) 

-5:- Landscap i ng. (Se e P a l m - Beach County Land s cap e Ordinance) 

B-. -re nces an e Hw allsr (subj e cHo Sec. 500.15) 

•E2. Performance standards, (subject to Sec. 500.16). 

Part 104. Section 627.F.2.b., WCRA-0 Westgate/Belvedere Homes Community 
Redevelopment Study Area Overlay District, Property Development Regulations, 
Special Standards for Non-Residential Development, Buffers, is amended as 
follows: 

2. Special standards for non-residential development. In addition to the 
development standards contained in the Zoning Code, the following special 
development standards shall be required of all non-residential development 
within the WCRA-0 District, at or before the time of construction as deemed 
appropriate by the County. 

b. Buffers. 


|i.) Any proposed non-residential use shall provide upgraded 
buffer areas of a minimum of ten feet (10’) in width on all 
property boundaries which are contiguous to land designated 
as residential by the Palm Beach County Comprehensive 
Plan. These buffer areas will also be required for non- 
residential land uses abutting Nokomis Avenue and Cherokee 
Avenue. The upgraded buffer shall include: 


4-(a) Six foot wall. A six foot (6’)high opaque concrete block 
wall, textured or surfaced with stucco or other 
appropriate materials which coordinate with or echo 
the design and colors of the principal structure on the 
property and finished on both sides; 

-2-.(b) Hedge. A hedge of native vegetation twenty-four 
inches (24“) in height, spaced twenty four (24") inches 
on center; and 

E(c) Native canopy trees. Native canopy trees, a minimum 
ten feet (10’) in height with a minimum six foot (6’) 
spread, spaced twenty feet (20’) on center. For buffers 
required on Nokomis Avenue and Cherokee Avenue, 
canopy trees shall be placed on alternative sides of the 
wall, spaced twenty feet (20’) on center. 

(2) Commercial uses contiguous to residential zoning having a 
commercial designation on the Palm Beach County 
Comprehensive Plan shall provide a minimum five (5) foot 
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This buffer shall include: 


(a) A six (6) foot high solid wood fence with vines planted 
six (6) feet on center along the inside of the fence; 

(b) A hedge a minimum of forty-eight (48) inches in height, 
■spaced twenty-four (24) inches on center, to be 
maintained at a height of sixty (60) inches, and planted 
on the outside of a fence or wall; and 

(c) Native canopy trees, a minimum ten (10) feet in height, 
with a minimum six (6) foot spread, spaced twenty (20) 
feet on center. 


Part 105. Section 630.G. 1., PBIA-0 Palm Beach International Airport Overlay District, Overlay 
District Uses, Permitted Uses, is amended as follows: 

G. Overlay District Uses 

1. Permitted uses. All residential-, and commercial and-i ndustr i a l- uses 
permitted by right in the underlying Zoning District shall be permitted 
in the PBIA-0 District. Industrial uses shall be permitted as a 
Planned Industrial Development approved pursuant to Sec. 401.2 
(Special Exception). In no case shall adult entertainment 
establishments, bulk storage of gas and oil, and outdoor retail sales 
(other than nurseries) be permitted in the PBIA district. 

Part 106. Ordinance No. 90-11 (Amendments to Appendix F, Zoning Code) contained 
erroneous internal section references. These are amended as shown on 
"Attachment 3". 


Part 107. CAPTIONS. 

The Captions, section headings, and section designations used in this Ordinance 
are intended for convenience of users only and shall have no effect on the interpretation 
of the provisions of this Ordinance. 

Part 108. REPEAL OF LAWS IN CONFLICT. 

All local laws and Ordinances applying to Palm Beach County in conflict with any 
provisions of this Ordinance are hereby repealed. 

Part 109. SEVERABILITY. 

Should any section, paragraph, sentence, clause, or word of this Ordinance be 
held to be unconstitutional, inoperative, or void, such holding shall not effect the validity of 
the remainder of this Ordinance. 
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Part 110. INCLUSION IN CODE. 


The provisions of this Ordinance shall become and be made a part of the Code 
of Laws and Ordinances of Palm Beach County, Florida, and the various sections may be 
retitled, renumbered, or relettered to accomplish this purpose. 

Part 111.EFFECTIVE DATE. 


The provisions of this Ordinance shall become effective upon receipt of 
acknowledgement by the Department of State of the State of Florida. 

APPROVED AND ADOPTED by the Board of County Commissioners of 

. J.UL 2 4 logo 

_ day of_, 1990. 


Palm Beach County, Florida, on the. 




... 


Ittteet; 


». V 
♦. c 


r k a 


:Jpttn B.cQurtklo, clerks - 
Z 3 2 > r,' : -< 

T * -. O ^ - 


PALM BEACH COUNTY, FLORIDA by its 
BOARD OF COUNTY COMMISSIONERS 

p \ c 

By : _ J i.A-t 

Chair JUL 2 4 logg 



Appfoyf-jd as tojofm 
and legaV sufficiency: 


By: 







County Attorney 

Acknowledgment by the Department of State of the State of Florida, on 

this, the 26th day of July _, 1990. 

EFFECTIVE DATE: Acknowledgment from the Department of State received 
on the 27th day of July _, 1990, at 9:57 a .m., and filed in 


the Office of the Clerk of the Board of County Commissioners of Palm Beach 


County, Florida. 



be a true and <*&&&■&£■ uvhr, ^inal file's in 
my ofnce on _f /£■*/ %> r : 

DATED at West P^im iy L nn 
JOHN B. DUNKL^eie^), ryZp : , : 
By:- p.c 

- / • 

V r.vv-c 

.. 


Highlighted language (e.g., lie) indicates proposed new language. July 16, 1990 

Language crossed out (e.g., the) Indicates language proposed to be deleted. Page 61 



















ATTACHMENT 1 


FIGURE 500.17-1: 
PARKING STALL SCHEMATIC 

NOTE ; Wheel stops added 























ATTACHMENT 2 


FIGURE 500.1 7-3 
STRIPING REQUIREMENTS 


** This area may be landscaped 
if Section 500.35G2a(1)(d). o 



outside edge of stripe 


the land¬ 
scape code 
is applic¬ 
able 





























ATTACHMENT 3 


ERRONEOUS INTERNAL REFERENCES 


REFERENCE CONTAINED 

ERRONEOUS 

PROPOSED 

IN SECTION: 

REFERENCE: 

CORRECTION: 

500.3.E.3.a (2) (b) 

402.2 

401.2 

500.3.E.4.c(2) (b) 

500.35.G.d. 

500.35.G.3.d. 

500.17.C.6. 

500.17.6.b. 

500.17.C.6.b. 

500.17.C.8.a.4(C) 

500.17.7 

500.17.C.7. 

Table 500.17-1, 

Note 3 

500.35.G.(2)1(d) 

500.35.G.2.a.l.)d.) 

500.17.C.10.f.2. 

500.17.D.3. 

500.17.C.10.f.4.) 

500.17.C.11.c. 

Schedule 500.17-3 

Schedule 500.17-2 

500.17.C.13.C.8. 

500.17.B.8.b. 

500.17.C.8.b. 

500.21.E.5. 

500.17.(1) 

500.17.C.11. 

500.21.K.5.h. 

500.17 

500.17.C. 

500.30.G.2.b.(2) 

605.4.B.8. 

500.17.C.8.c.1-3. 

500.35.G.4. 

615. 

622. 

500.35.G.4.a. 

500.35.E.2. 

500.35.F.2. 

602.D. 

500.42. 

500.4. 

603.C. 

500.46. 

500.47. 

605.B. 

500.44. 

500.45. 

606.D. 

500.34. 

500.37. 

607.C. 

500.45. 

500.46. 

607.F. 

500.35. 

500.15. 

608.C. 

500.45. 

500.46 

608.D. 

500.42. 

500.4. 

608.F.6. 

500.35. 

500.15. 

609.D. 

500.42 

500.4 

609.F.6. 

500.35. 

500.15. 

611.D. 

500.47. 

500.4. 

612.D. 

500.42. 

500.4. 

612.F.6. 

500.18. 

500.15. 

614.C. 

500.42. 

500.4 




































ERRONEOUS INTERNAL REFERENCES (continued) 


REFERENCE CONTAINED 

ERRONEOUS 

PROPOSED 

IN SECTION: 

REFERENCE: 

CORRECTION: 

615.D. 

500.42. 

500.4. 

616.B. 

500.17.L. 

500.17.C.11. 

616.D. 

500.17.L. 

500.17.C.11 

616.D. 

500.47. 

500.4. 

616.E.3. 

610.D.2. 

616.E.2. 

617.B. 

500.17.L. 

500.17.C.11. 

617.C. 

500.42. 

500.4. 

618.C. 

500.42. 

500.4. 

618.D.3. 

611.D.2. 

617.D.2. 

620.D. 

500.38. 

500.39. 

621.C. 

500.46. 

500.47. 

621.E.3. 

621.D.2. 

621.E.2. 

622.C.3. 

622.F.1-11 

622.F.1-10 

622.G.2. 

622.G.2. 

622.G.l. 

630.H.12.a. 

Table 629.1 

Table 630.1 





















